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INTRODUCTION 



• The "tutorial movement" in the United States in the last fev years 

I has spread to encompass students on a majority of college and university 
campuses, thousands of high school and adult groups, and Community Ac- 
tion Agencies sponsored by the Office of Economic Opportunity. The pro- 
,rams of these tutorials vary from those designed to supplement the 
schools to those ■which view tutorials as an entree to the community. 

All tutorials consider their work a method of educating the volunteer 
to the problems of poverty, many of them wonder about the extent to which 
the volunteer helps am_liorate them. In others, the accomplishment 
have been impressive. Some of the meet exciting tutorials, we have 
been in contact with, include programs in the arts and community orga- 
nizing often extend into community high schools and colleges. 

In spite of the mushrooming of tutorials throughout the United 
States, individual projects remain relatively isolated, each relying 
primarily on its own experiences and intuition to run its programs and 
formulate new ones. Tutorials have often been severely limited by the 
lack of communication with other proj'cts. It is our belief that a 
national directory of tutorial projects contributes to increase commu- 
nication among tutorials, aid in regional coordination, and show the 
wide range and diversity of projects. 

In compiling this year’s revision of the directory we relied 

• primarily on questionnaires returned by project directors in the summer 
of 1967 * Although TAG is confident of the data given, it was impossible 
to verify every item submitted. In addition, some aspects of the 
programs, particularly project size insofar as number of tutees and 

• tutors may have changed considerably since this last summer. Project 
listings with name and address only have been culled from our mailing 
list. We were thus unable to include the supplementary data. 

Since TAG’S program this coming year will probably not include 
the compilation of the directory, we advise tutorials interested in 
what others are doing to get in touch with other programs in their 
areas immediately. Programs are notorious for changes in personnel and 
addresses even within the course of one year. The topical indices 
at the end of the book may help you decide whom to contact. 



Priscilla Elwell 
Publications Goordinator 
Tutorial Assistance Genter 
Washington, D.G. 20008 
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. TUTORIAL ASSISTANCE PROGRAM OF THE UNIV. 
OF ALABAMA 

Founded in I967 

Tutees; 24 (Negro) 

Tutors: I6 

Program Content: 60^ Academic Subjects 

Grade Level: Junior and Senior High 

Operating Period: All Year 

Regular Evaluation and Research 

TUTORIAL FOR INTEGRATING STUDENTS 
Founded in I965 

Tutees: 50 (Negro) 

Tutors: 10 

Program Content: 80^ Academic Subjects 

Grade Level: Junior and Senior High 

Operating Period: All Year 

TUSKEGEE INSTITUTE COMMUNITY EDUCATION 
PROGRAM 



Richard Wood Massi 
901 36th Avenue 
Tuscaloosa, 354OI 



Dr. Neil Friedman 
Miles College 
St . Paul ’ s Lutheran 
Birmingham, 35064 



Tuskegee Institute 
Thrasher Hall 
Tuskegee, 36O88 



ARIZONA 



OEEBATION LEAP 502 W. Washington 

Phoenix, 85003 



AFTER SCHOOL STUDY CENTERS, OFFICE OF 
COMPENSATORY EDUCATION 

Founded in I966 



Tutees: 225 (I8O Negro, 60 Spanish Speaking, 

50 White, 35 Other) 

Tutors: 45 

Program Content: 75jg Basic Education 

Grade Level: Elementary 

Operating Period: Academic Year Only 

Regular Evaluation and Research 



C^IFORNIA 



Victor Rossi 

135 Van Ness Avenue 

Room 213 A 

San Francisco, 9^107 






6. ALEXANDER HAMILTON H.S. TUTORIAL PROJECT 

Founded In 19^>5 

Tutees: 55 (35 White, 17 Negro, 3 Other) 

Tutors : 55 

Program Content: 99^ Basic Education 

Grade Level: Elementary- 

Operating Period: Academic Year Only 

7. AMERICAN FRIENDS SERVICE COMMITTEE 



Ivy Shai yn Charles 
2955 So. Robertson Ave. 
Los Angeles, 90034 






980 North Fair Oaks 
Pasadena, 91103 



8. AREA 4 SERVICE CENTER 



914 South First St. 
San Jose, 95112 



Susan M. Lopereng 
1801 Panorama Drive 
Bakersfield, 93305 

Tutees: 120 (lOO x^egro, 15 Spanish Speaking, 

5 White) 

Tutors: 60 

Program Content: 80^ Basic Education 

Grade Level: Grade 4-6 and Junior High 

Operating Period: Academic Year Only 

Some Parental Involvement 



9. ASSOCIATED STUDENT BODY TUTORIAL PROJECT 
Founded in 1965 



Dorothy Walton 
Avalon Comm. Center 
4272 So. Avalon Blvd. # 
Los Angeles ' 

Dan Smith 
Dana at Channing 
Berkeley, 94704 

Tutees: 45 (l5 Negro, 10 White, 10 Spanish 

Speaking, 10 Other) 

Tutors: 40 

Program Content: 70^ Academic Subjects 

20^ Community Activities 
Grade Level: Pre School through High School 

Drop Out and Adult 
Operating Period: All Year 



10. AVALON COMUNITY CENTER TUTORIAL 



11. BERKELEY TUTORIAL PROJECT FIRST PRESBY- 
TERIAN CHURCH 

Founded in 1966 



12 . BERKELEY UNIFIED SCHOOL DISTRICT-SCHOOL 
RESOURCE VOLUNTEERS 

Founded in 1961 



Mary Dodd Jensen 
1781 Rose St. 
Berkeley, 94703 



Tutees: Undetermined 
Tutors: 500 

Program Content: 60^ Basic Education 

Operating Period: Academic Year Only 



13 » CALIFORNIA AGGIE STUDY CENTER PROJECT 
Founded in 1964 

Tutees: 310 (lOO Negro, 75 White, 75 Span- 

• ish Speaking, 60 Other) 

Tutors : 180 

Program Content: 60j6 Basic Education 

Academic Subjects 

Grade Level: Elementary through High School 

Operating Period: Academic Year Only 

14. CHINATOWN-NORTH BEACH TUTORIAL PROdlAM 
Founded in 1966 

Tutees: 370 (232 Other, 11 White, 9 Negro, 

3 Spanish Speaking) 

Tutors: 253 

Program Content: 50^6 Basic Education 

50j6 Academic Subjects 

Grade Level: Elementary through High School 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 



15. CITIZENS FOR COMMUNITY ACTION TUTORIAL 



- 16. COMMUNITY ACTION VOLUNTEERS IN EDUCATION 

TUTORIAL PROGRAM 

Founded in 1966 

Tutees: 300 

Tutors : 300 

Program Content: 40j6 Community Activities 

30J^ Basic Education 
30j6 Academic Subjects 

Grade Level: Elementary through High School 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 

17. COMMUNITY DAY CENTER PROGRAM 
Founded in 1965 

Tutees: 15 

Tutors: 15 

, Program Content: 65jS Community Activities 

35^ Basic Education 
Grade Level: Junior High 

Operating Period; All Year 
k Regular Evaluation and Research 

Some Parental Involvement 



David Pevney 
c/o ASUCD 
Memorial Union 
Univ. of California 
Davis, 95616 



Shirley Sun 
965 Clay St. 

San Francisco, 94108 



1421 W. Jefferson Blvd. 
Los Angeles 

Douglas R. Gill 
546 W. 2nd St. 

Chico 



Mr. Stephen McAtee 
320 W. Temple St. 
Suite 170 

Los Angeles, 90012 
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18. 


COMMUNITY IMPROVEMENf LEAGUE 


2222 Olive Avenue 
Long Beach, 9O8O6 




19. 


COMMUNITY PROJECTS COMMITTEE 
Founded in I963 


Kay Chloupek 
Box 553 

Occidental College 


t 



Tutees: 125 (40 Negro, 40 Spanish Speaking, Los Angeles, 90041 

30 White, 15 Other) 

Tutors: 110 

Program Content: 90^6 Basic Education 

Grade Level: Grade 4-6 through Senior High 

Operating Period: Academic Year Only 

20. COMMUNITY SERVICE INACTION Sue Steighner 

Founded in 196? 1921 School St. 

Anderson, 96007 

Tutees: 30 (White) 

Tutors: 10 

Program Content: 90^ Basic Education 

Grade Level: Elementary through Junior High 

Operating Period: Academic Year Only 

Some Parental Involvement 



21 . COOPERATIVE EDUCATION WOBK-STUDY PROJECT 

Founded in 1965 

Tutees: 30 

Tutors : 12 

Program Content: 30^6 Basic Education 

30j6 Academic Subjects 
20j6 Special Subjects 
20j6 Vocational Courses 
Grade Level: College 

operating Period: All year 

22. CRENSHAW TUTORIAL PROJECT 



23. DEPENDENCY PREVENTION COMMISSION OF SAN 
BERNARDINO COUNTY 



W. S. Robinson 
220 Golden Gate Ave. 
San Francisco, 94102 



# 



3860 Crenshaw Blvd. 
Suite No. 209 
Los Angeles, 90008 

106 West Sixth St. 

San Bernardino , 92401 



24. EDUCATIONAL PARTICIPATION IN COMMUNITIES 
TUTORIAL PROJECT 



25. EL CAMINO TUTORIAL PROJECT 



5151 State College Dr. 
California State Col- 
lege at Los Angeles 
Los Angeles, 90032 

Geri He stand 

El Camino College . 

Via Torrance. 90506 
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26. ErWORlH METHODIST CHURCH TUTORIAL 



Epworth Methodist Ch. 
6525 S. Normandie Ave. 
Los Angeles 



* 27. 






FAIR OAKS BRANCH LIBRARY PRESCHOOL PROJECT Virginia L. Struhsaker 
Founded in 1965 2125 East Main 

Stockton, 95205 

Tutees: 100 (60 Negro, 30 Spanish Speaking, 

10 White) 

Tutors: 6 

Program Content: Pre School Activities 

Grade Level: Pre School 

Or'*rating Period; All Year 
Suoste.ntiaI Parental Involvement 



28. FOLLOW-UP 



Dr. Samuel Bloom 
Cabrillo . a ege 
Apt os, 95003 



29. 



» 



n 



30. 



FRESNO STATE COLLEGE TUTORIAL Sharon Owen 

Founded in 1965 1232 Harvard Avo. "Q" 

Clouts 

Tutees; IIO (63 Spanish Speaking, 24 White, 

23 Negro) 

Tutors: 90 

Program Content; 60^ Basic Education 

20^ Community Activities 
Grade Level ; Grade 4-6 through High School 
Operating Period; Academic Year Only 



FRIENDLY CENTER, INC. Saturnine Molinv 

Founded in I967 424 N. Cypress St. 

Orange , 92666 

Tutees; I60 (l49 Spanish Speaking, I6 White) 

Tutors: 14 

Program Content; 93// Basic Education 
Grade Level; Grade; 4-6 through High School 
Operating Period; All Year 
Some Parental Involvement 



31. GLEDHILL TUTORS 

Founded in 1965 

Tutees; 45 (White) 

Tutors; 45 

Program Content; 99/ Basic Education 

Grade Level; Elementary 

Operating Period; Academic Year Only 



Marguerite Karlin 
Margaret Henley 
9229 Haskell Ave. 
Sepulvade, 91343 






Kay Le Due 
1500 N. Verdugo 
Glendale, 91207 

Tutees: 90 (70 White, 20 Spanish Speaking) 

Tutors; 30 



32. GLENDAIE COLLEGE TUTORING 
Founded in I966 
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Program Content: 80^ Basic Education 

20J6 Academic Subjects 

Grade Level : Elementary through Junior High 

Operating Period: Academic Year Only 

Periodic Evaluation and Research 

33/ GftACE TUTORIAL PROJECT 

Founded in 1964 

Tutees: 10 (6 White, 4 Negro) 

Tutors : 6 

Program Content: 90^ Basic Education 

Grade Level: Elementary through Junior 

Operating Period: Academic Year Only 

Some Parental Involvement 

34. HARBOR COLLEGE COMMUNITY ACTION CORP. i)r. H. C. Goldman 

Founded in 1964 1111 Figueroa Place 

Wilmington, 90744 

Tutees: 35 (l5 Negro, 8 Spanish Speaking, 

7 White) 

Tutors : 50 

Program Content: 85^ Basic Education 

Grade Level: Elementary through Senior High 

Operating Period: Academic Year Only 

35. HATHAWAY HOME FOR CHILDREN 

Founded in 1966 

Tutees: l6 (l3 White, 2 Negro, 1 Spanish 

Speaking) 

Tutors: 4 

Program Content: 75^ Basic Education 

25J6 Academic Subjects 

Grade Level: Elementary through Junior High 

Operating Period: All Year 

Regular Pvaluation and Research 

36. HOUSEWIVES E?;\T -UI0NAL PROJECT 

Founded in I966 

Tutees: 50 (25 White, 25 Negro) 

Tutors : 40 

Program Content: Basi.c Education 

Grade Level: Elementary through Junior High 

Operating Period: A.ll Year 

Regular Evaluation and Research 
Substantial Parental Involvement 

37. HUGH HARDYMAN TUTORIAL PROJECT Mrs. Eleanor e Kay 

Founded in 1965 2936 W 8th 

Los Angeles, 90005 

Tutees: 28 (l4 Spanish Speaking, 10 White, 

2 Negro, 2 Other) 



Dr. James Gardner 
3611 Motor Ave. 

Los Angeles, 90034 



Paul S. Treske 
840 North Ave. 66 
Los Angeles, 90042 



John L. Jones 
W. 78th St. Corner 
Figueroa St. 

Los Angeles, 90003 



High 



Tutors : 8 

Program Content: %% Basic Education 

Grade Level: Elementary and Junior High 

Operating Period: All Year 

38. INTEtlTRIBAL FRIENDSHIP HOUSE 

Founded in 1963 

Tutees: 33 (other) 

Tutors : 15 

Program Content: 80j6 Basic Education 

Grade Level : Primary through Senior High 

Operating Period: Academic Year Only 

Some Parental Involvement 

39. lA VERNE COLLEGE TUTORIAL EROGSl^M 

Founded in I965 

Tutees: 50 (White) 

Tutors : 50 

Program Content: 50j6 Basic Education 

50^ Academic Subjects 
Grade Level: Junior High 

Operating Period: Academic Year Only 

40. LINCOLN HIGH SCHOOL 

Founded in I967 

Tutees : Undetermined 

Tutors : 21 

Program Content: Undetermined 

Grade Level: Pre School and Elementary 

Operating Period: Academic Year Only 

41. LOS ANGELES CITY SCHOOLS TUTORIAL PROJECTS 



42. LOS ANGELES HIGH SCHOOL TUTORIAL 

Founded in 1965 

Tutees: 18 <9 Negro, 7 White, 2 Spanish 

Speaking) 

Tutors: 18 

Program Content: 99^ Basic Education 

Grade Level : Elementari- 

Operating Period: Academic Year Only 

43. LUIAC TUTORIAL PROGRAM 

Founded in 1966 

Tutees: 500 (30O Spanish Speaking, 100 

Negro, 100 White) 



Don Murray 
523 E. 14th St. 
Oakland, 94696 



Jeanette Long 
La Verne College 
La Verne, 91750 



Mrs. Sarah A. Davis 
Lincoln High School 
Los Angeles, 9IO31 



Office of Urban Affairs 
450 N. Grand Ave. 

Los Angeles, 90054 

Mrs. Joan Berman 
4600 W. Olympic Blvd, 
Los Angeles, 9OOI9 



John Fuentes 
1129 N. Lemon St. 
Anaheim, 92801 






Tutors : 1000 

Program Content : 80^ Basic Education 

Grade Level : Primary through Adult 

Operating Period: All Year 

Regular Evaluation and Research 
Substantial Parental Involvement 



44. MEXICAN-AMERICAN STUDENT ASSOCIATION Richard P. Reyes 

TUTORIAL PROJECT 3801 W. Temple Ave. 

Founded in 1965 Pomona, 91766 

Tutees: 38 (25 White, 10 Spanish Speaking, 

3 Negro) 

Tutors: 37 

Program Content: 99j6 Basic Education 

Grade Level : Junior High 

Operating Period: Academic Year Only 

45. NEIGHBORHOOD ADULT PARTICIPATION PROJECT Opal C. Jones 

3000 South Hill St. 
Los Angeles, 90007 



46. 



NEIGHBORHOOD STUDY CENTER PROJECT 
Founded in 1963 

Tutees: 2.200 (l.lOO Negro, 500 White, 

400 Spanish Speaking, 200 Other) 
Tutors : 850 

Program Content: 40j6 Basic Education 

30J6 Academic Subjects 
25^ Creative Projects 

Grade Level: Grade 4-6 through Senior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 



Marion Joseph 
1010 24th St. 
Sacramento , 95816 









47. NOON COACHING John Moelter. 

Founded in 1947 5231 Colfax Ave. 

No. Hollywood, 91601 

Tutees: 102 (lOO White, 2 Spanish Speaking) 

Tutors : 100 

Program Content: 99J^ Academic Subjects 

Grade Level: Senior High 

Operating Period: Academic Year Only 

48. PROJECT OPEN FUTURE Bert D. Hammond 

McAlister Center 
The Claremont Colleges 
Claremont, 91711 



49. READING AND STUDY CENTER AT ViUSSTMINSTER 
COMMUNITY CENTER 

Founded in 1965 



Ruth Ann Clark 
5856 Ludell St. 

Bell Gardens 90201 






IMHailMI 
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Tutees; 87 (?6 White, 11 Spanish Speaking) 
Tutors: 35 

Program Content: 75^ Basic Education 

Academic Subjects 

Grade Level: Elementary and Junior High 

Operating Period: All Year 

Some Parental Involvement 

50. SAINT FRANCIS TUTORIAL CENTER 



51. Si\N FERNANDO VALLEY STATE COLLEGE TUTORIAL 
SOCIETY 

Founded in 1962 

Tutees: 235 (l25 Spanish Speaking, 55 

Negro, 53 White) 

Tutors: 250 

Program Content: 60j6 Basic Education 

20j6 Creative Projects 
Grade Level: Grade 4-6 through Adult 

Operating Period: All Year 

Regular Evaluation and Research 

52. SAN FRANCISCO STATE COLLEGE TUTORIAL 
PROGRAM 

53. SOUTHEAST STOCKTON NEIGHBORHOOD IMIROVEMENT 
ASSOCIATION 

Founded in 1966 

Tutees: 20 

Tutors: 7 

Program Content: Undeteruined 

Grade Level: Grade 4-6 and Junior High 

Operating Period: All Year 

Some Parental Involvement 

54. SOUTHWEST TUTORIAL PROJECT 



55. STANFORD AREA TUTORIAL 

Founded in 1962 

Tutees: 70 (40 Negro, 20 White, 5 Spanish 

Speaking, 5 Other) 

Tutors : 50 

Program Content: 60j6 Academic Subjects 

yyfo Basic Education 

Grade Level: Junior High through High 

School Drop Out 



Frank Kelley 
3621 Brunswich Ave. 
Los Angeles, 90039 

Shelly Spiegel 
18111 Nordhoff 
Northridge , 91324 



1600 Holloway Ave. . 
San Francisco, 9^132 

Jon Elam 
2645 Pock Lane 
Stockton, 95206 



Mrs. Harold Davis 

2605 W. 67 th St. 

Los Angeles, 90043 

Sheldon Shaeffer 
Stanford NBA 
Tresidder Union 
Stanford, 9^305 
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Operating Period: Academic Year Only 

Some Parental Involvement 



56. STUDENTS’ WEST OAKLAND PROJECT 

Founded in 1964 

Tutees: Undetermined 

Tutors : 999 

Program Content : Undetermined 

Grade Level: Pre School through High School 

Drop Out 

Operating Period: All Year 

Some Parental Involvement 

57. SUMMER ACTIVITY PROGRAM Phillips B. Freer 

Fo:xnded in 196? 320 W. Temple 

Suite 560 

Tutees: 100 (?0 Negro, 20 Spanish Speaking, Los Angeles 

10 White) 

Tutors: 75 

Program Content: 50j6 Conmrunity Activities 

25J6 Vocational Coixrses 

Grade Level: Junior High through High School 

Drop Out 

Operating Period: Summer Only 

Regular Evaluation and Research 

«■ 

Sunny side Methodist Ch. 
788 W. 94th St. 

Los Angeles 

Anatol Mazor 
855 N. Vermont Ave. 

Los Angeles, 90029 



Rev. Hector Lopez 
1905 Adeline St. 
Oakland, 94607 

Lenore Schwartz 
131 No. Grand Ave. 
San Pedro, 90731 

Tutees: 27 (ll Negro, 10 Spanish Speaking, 

6 White) 

Tutors: 25 

Program Content: 75J^ Basic Education 

Grade Level: Primary through Junior High 

Operating Period: Academic Year Only 



58. SUNNYSIDE METHODIST CHURCH TUTORIAL 



59 . TEACH-A-TOT L . A . C . C . 

Founded in 1964 

Tutees: 50 

Tutors : 20 

Program Content: Undetermined 

Grade Level: Elementary 

Operating Period: Summer Only 

Some Parental Involvement 

60 . THURGOOD MARSHALL SCHOOL 



61 . TOBERMAN SETTLEMENT TUTORIAL PROGRAM 
Founded in 1964 



Susanne Lea 
2400 Bancroft 
Berkeley, 94709 
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Some Parental Involvement 



62. TREMONT-NEWAHK-UNIOM CITY ECONOMIC OPPOR- 
TUNITY AGENCY 

Founded in 1965 



Hector Carabello 
31212 Maple St. 
Tremont 



Tutees: 300 (250 Spanish Speaking, 50 White) 

Tutors : 12 

Program Content: 80j6 Basic Education 

Grade Level: Grade 4-6 through Senior High 

Operating Period: Academic Year Only 



63. TUTORIAL PROGRAM MARYMOUNT COLLEGE 



6717 Palos Verdes 
De So 

Palos Verdes, 90274 



64. UCU TUTORIAL PROJECT 

Founded in 1963 

Tutees: 550 

Tutors : 490 

Program Content: 70j6 Basic Education 

Grade Level: Primary through High School 

Drop Out 

Opejrating Period: All Year 

Some Parental Involvement 



Earl Avery 
3O8 Westwood Plaza 
P.O. Box 600 
Los Angeles, 90024 



65. UNIV. OF CAL. AT SANTA CRUZ TUTORIAL PROJECT Thomas Knight 
Founded in 1965 Cowell College 

U.C.S.C. 

Tutees: 124 Santa Cruz, 956l6 

Tutors: 124 

Program Content: 66j6 Basie Literacy for 

Adults 

34^ Basic Education 

Grade Level: Primary through Junior High 

Operating Period: All Year 



66. UNIVERSITY OF CALIFORNIA AT BERKELEY Keith Silva 

5th Floor, Eshleman 
Hall 

Berkeley, 94720 



67. UNIVERSITY OF REDLANDS TUTORIAL PROJECT Christine Allen 
Founded in 1964 Arossmont Hal". 

Redlands , 923V3 

Tutees: 120 

Tutors: 100 

Program Content: 60^ Academic Subjects 

kO^ Basic Education 

Grade Level: Primary through Senior High 

Operating Period: Academic Year Only 
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68. VAEIETY BOYS CLUB TUTORING PROGRAM 

Founded in 1965 

Tutees: 50 (45 Spanish Speaking, 5 White) 

Tutors; 3 

Program Content: 75^ Basic Education 

20j6 Academic Subjects 
Grade Level: Primary through High School 

Drop Out 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 

69 , VISTA TUTORIAL SERVICE 

Founded in 196? 

Tutees: 10 (White) 

Tutor : 1 

Program Content: 70^ Basic Education 

20^ Academic Subjects 
Grade Level: High School 

Operating Period: All Year 

Some Parental Involvement 

70 , WESLEY SOCIAL SERVICE CENTER TUTORIAL 
PROJECT 

Founded in I 967 

Tutees: 28 (20 Negro, 5 Spanish Speaking, 

3 White) 

Tutors: 32 

Program Content; 85jS Basic Education 
Grade Level: Grade 4-6 

Operating Period: Summer Only 

71 . WEST FRESNO MISSION 



72. WESTERN KNOLL CONGREGATIONAL CHURCH TUTORIAL 



73. WESTMINSTER NEIGHBORHOOD ASSN. TUTORIAL 



74 . YOUTH TRAINING & EMPLOYMENT PROJECT 
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Daniel A. Cohen 
2530 Cincinnati 
Los Angeles, 90033 



Robert M. Hamm 
P.O. Box 608 
Burney, 96013 



Dave Hechovritz 
731 West 80th St. 
Los Angeles, 90044 



Andy Reinap 

2301 East Cornell 

Fresno 

7017 So. Gramercy PI. 
Los Angeles 

Lloyd Robbs 
10125 Beach St. 

Los Angeles, 90002 

Mr. Ernest L. Sahagun 
207 N. Breed St. 

Los Angeles, 90033 








Donated by OEO 




COLORADO 



75. ARCHULETA COUNTy COMMUNITY ACTION PROGRAM 

Founded in 1967 

Tutees; 7 (6 Spanish Speaking, 1 White) 
Tutor ; 1 

Program Content; 72jS Academic Subjects 

28jS Basic Education 

Grade Level; Junior High through Drop Out 
Operating Period; All Year 
Some Parental Involvement 

76 . COLORADO MIGRANT COUNCIL 



77 . EDUCATIONAL ASSISTANCE PROGRAM 

Founded in 1964 

Tutees; 86 (42 S})anish Speaking, 28 Negro, 

16 l^ite) 

Tutors; 86 

Program Content; Specialized Individual 

Assistance 

Gh'ade Level; Junior Hi gb 
Operating Period; All Year 
Regular Evaluation and Research 
Some Parental Involvement 

78. GENERAL EDUCATION DEVELOPMENT 

Founded in I 966 

Tutees; 36 O (l75 Spanish Speaking, 175 
White, 10 Negro) 

Tutors; 26 

Program Content; 70^ Academic Subjects 

20jS Basic Literacy for 
Adults 

Grade Level; Adult 
Operating Period; All Year 



CONNECTICUT 



79 . ADULT BASIC EDUCATION 

Founded in 1963 

Tutees; 2119 (898 White, 673 Negro, 548 
Spanish Speaking) 

Tutors ; Undetermined 



Judith J. Stone 
County Courthouse 
Pagosa Springs, 81147 



1546 Broadway 
Boulder, 80302 

Jean McCorry 

1460 Pennsylvania St. 

Denver , 80203 



Gary L. Byland 
480 Bridg'' St. 
Brighton, 8 O 6 OI 



Helen B. Pinzi 
294 Cedar St. 
New Haven 
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Program Content: 88^ Basic Literacy for 

Adults 

Grade Level: Adult 

Operating Period: All Year 

80. COMMUNITY SCHOOLS 

Pounded in 19^3 

Tutees: 863 (488 Negro, 280 White, 95 

Spanish Speaking) 

Tutors: 540 

Program Content: 80^ Basic Education 

20^ Academic Subjects 
Grade Level: Primary through Junior Hi gh 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 

81. COMPREHENSIVE YOUTH SERVICES PROGRAM 



82. CONNECTICUT COLLEGE TUTORIAL PROJECT 

Pounded in 1965 

Tutees: 100 

Tutors : 40 

Program Content: 80jC Basic Education 

Grade Level : Primary through Adult 

Operating Period: Academic Year Only 

83. FAIRPIELD UNIV. COMMUNITY ACTION PROGRAM 

Founded in 1963 

Tutees: 280 (ll5 Negro, 103 White, 62 

Spanish Speaking) 

Tutors: 141 

Program Content: 60^ Basic Education 

40/6 Academic Subjects 
Grade Level: Primary through Senior Hi gh 

Operating Period: All Year 

84. GREATER MIDDLETOWN TUTORIAL PROGEIAM 

Founded in 1962 

Tutees: 120 ( 90 Negro, 30 White) 

Tutors : 100 

Program Content: 45j6 Basic Education 

40j6 Academic Subject 

Grade Level: Grade 4-6 through High School 

Operating Period: Academic Year Only 
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Mr. Ralph Geglin 
21 Wooster Place, 
Conte School 
New Haven 



12 Lloyd Road 
Waterford 

Lesley Guyton 
Box 565 

Nviw London, O632O 



Ronald Bianchi 
Fairfield Univ. 
Fairfield, 06430 



Kenneth L. Dawson 
Wesleyan Univ. 
Middletown, 06457 






85. HARRY A. CONTE COMMUNITY SCHOOL EVENING 
TUTORIAL PROGRAM 

Founded in 1964 

Tutees: 65 (37 White, 21 Negro, 6 Spanish 

Speaking, I Other) 

Tutors: 40 

Program Content: 80^ Basic Education 

Vyfo Academic Subjects 
Grade Level: Primary through Adult 

Operating Period: All Year 

Some Parental Involvement 

86. MANSFIELD TUTORIAL 

Founded in 1965 

Tutees; 80 (56 White, 24 Negro) 

Tutors; 70 

Program Content; 40j6 Basic Literacy for 

Adult 

30^ Vocational Courses 
20j6 Creative Projects 
Grade Level; Grade 4-6 and Adult 
Operating Period; All Year 

87. new haven TUTORIAL PROJECT 



88. SAINT MICHAEL COMMUNITY CENTER 

Founded in 1964 

Tutees; 400 (200 Negro, 150 Spanish 
Speaking, 50 White) 

Tutors; 250 

Program Content; 70j6 Basic Education 

20j6 Academic Subjects 
Grade Level; Pre School through 
Operating Period; All Year 
Some Parental Involvement 

89. SALVATION ARMY TUTORIAL PROGRAM 

Founded in 1964 

Tutees; 1504 
Tutors; 1491 

Program Content; 18*f> Basic Education 

72j6 Academic Subjects 
Grade Level; Primary through High School 
Drop Out 

Operating Period; All Year 
Regular Evaluation and Research 
Some Parental Involvement 



John F. Leary 
21 Wooster Place 
New Haven, 06511 



Frances Malerba 
Univ. of Connecticut 
Storrs, 06268 



Daniel E. Singer 
404 A. Yale Station 
New Haven 

Sister Mary Agatha 
7 Clark St. 

Hartford 



Cecil A. Davis, Jr. 
2194 Main St. 
Hartford, O6IOI 



15 



90. WILLIMANTIC TUTORIAL PROJECT 



91 . UPWARD BOUND 



92. CHURCH RELIGIOUS AND EDUCATIONAL 
ACTIVITIES DEPARTMENT 

Founded in 1963 

Tutees: 133 (78 Negro) 

Tutors : 44 

Program Content: 



48J6 Basic Education 
35J6 Basic Literacy for 
Adults 

Pre School through Adult 
All Year 



Grade Level: 

Operating Period: 

Regular Evaluation and Research 
Some Parental Involvement 

93. COMPEERS, INC. 



94. DUNBARTON COLLEGE TUTORIAL 



95. FLORENCE CRITTENTTON HOME 

Founded in 1962 

Tutees: 122 

Tutors : 50 

Program Content : Undetermined 

Grade Level: Junior High throvigh Adult 

Operating Period: All Year 

96. FOUNDRY METHODIST CHURCH 

Founded in 1965 

Tutees: 100 (95 White, 5 Negro) 

Tutors : 100 

Program Content: 50j6 Basic Education 

25/^ Academic Subjects 
20J6 Community Activities 
Grade Level: Elementary 
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Elane Brown 
Univ. of Connecticut 
Box U-8 
Storrs, 06268 

Mr. Sam Newcomer 
Wesleyan University 
Middletown, 06457 



DISTRICT 0r*£0LUMBIA 



Elizabeth G. Pollard 
1500-19th St. N.W. 
Washington, p.c. 20OOI 



Katherine J. Church 
1768 Church St. H.W. 
Washington, D.C* 20001 

2935 Upton St. N.W. 
Washington; D.C. 

Mrs. Sara D. Levy 
4759 Reseivoir Rd. N.W. 
Washington, D.C. 20007 



Miss Nancy Schaffer 
1500-1 6th St. N.W. 
Washington, D. C. 



O 

ERIC 




Operating Period: Academic Year Only 

97. FUTUBE FOR JIMMY 



98. GEORGETOWN UNIVERSITY COMMUNITY ACTION 
PROGRAM 

Founded in I963 

Tutees: 330 (280 Negro, 30 White, 

10 Spanish Speaking) 

Tutors : 300 

Program Content: 50^ Basic Education 

20^ Community Activities 
Grade Level: Primary through Adult 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 

99. OFFICE OF TUTORING SERVICES 

Founded in 1964 

•Tutees: Undetermined 

Tutors : Undetermined 

Program Content: 75^ Basic Education 

Grade Level: Grade 4-6 through Adult 

Operating Period: All Year 

Some Parental Involvement 

100. RICHARDSON TUTORING PROGRAM 

Founded in 1963 

Tutees: 65 (Negro) 

Tutors : 55 

Program Content: IJfc Basic Education 

25^ Community Activities 
Grade Level: Grade 4-6 

Operating Period: All Year 

Some Parental Involvement 

101. SAINT JAMES-SAINT JOSEPH TUTORING PROGRAM 

Founded in 1965 

Tutees: 30 (Negro) 

Tutors : 15 

Program Content: 60^ Basic Education 

25^ Creative Projects 
Grade Level: Primary through Junior High 

Operating Period: Academic Year Only 

Some Parental Involvement 



Mrs. Jean Simms 
1009 New Jersey Ave- 
nue N.W. 

Washington, D.C. 20001 

David A. Powell 
37th and 0 St. N.W. 
Washington, D.C. 20007 



Carol Hausman 
3308-1 4th St. N.W. 
Washington, D.C. 20010 



Mrs. Roy R. Coffin, Jr. 

Y.W.C.A. 

Washington, D.C. 20036 



Lawrence Boadt 
222-Sth St. N.E 
Washington^ D.C. 
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SERVE 



102 . 



A. 



Foimded in 1965 
D.C. Jail Education Project 



I/avid S. Fishback 
2131 G St. N.W. 
Washington, D.C. 20037 



Tutees: 25 (20 Negro, 4 White, 

1 Spanish Speaking) 

Tutors : 25 

Program Content: 40^ Basic Literacy 

for Adults 

30^ Academic Subjects 
20^ Vocational Courses 
Grade Level: High School Drop Out and 

Adult 

Operating Period: All Year 

Regular Evaluation and Research 

B. First Congregational Church Tutoring 
Project 

Tutees: 7 (Negro) 

Tutors: 7 

Program Content: 75^ Academic Subjects 

25^ Basic Education 
Grade Level: Grade 4-6 

Operating Period: All Year 

Regular Evaluation and Research 

C. Grant After School Project 

Tutees: 12 (Negro) 

Tutors: 12 

Program Content: 50^ Basic Education 

25^ Community Activ- 
ities 

Grade Level: Elementary 

Operating Period: All Year 

Regular Evaluation and Research 

D. Junior Village Tutoring Project 

Tutees: 7 (Negro) 

Tutors : 7 

Program Content: 50^ Basic Education 

25^ Academic Subjects 
Grade Level: Grade 4-6 and Junior High 

Operating Period: All Year 

Regular Evaluation and Research 

E. Teachers* Assistant Project 

Tutees: 400 (340 Negro, 60 Whi«e) 

Tutors: 25 

Program C“ntent: 45^ Basic Education 
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455^ Creative Projects 
Grade Level: Elementary- 

Operating Period: All Year 

Regular Evaluation and Research ^ 

103. THE ALLEY LIBRARY David Harre 

Pounded in 1964 1831 Kalorama Rd. N.W. 

Washington,D.C.» 20009 » 

Tutees: 60 (Negro) 

Tutors: 60 

Program Content: 60^ Basic Education 

20^6 Community Activities 
Grade Level: Pre School through Senior High 

Operating Period: All Year 

Regular Evaluation and Research 
Substantial Parental Involvement 

104. THE FIDES TUTORIAL STUDY CLUB 

Founded in 1966 

Tutees: 19 

Tutors: 25 

Program Content: 80^^ Basic Education 

20j6 Academic Subjects 
Grade Level: Primary through Junior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 

105. UPLIFT HOUSE TUTORING PROGRAM 

Founded in 1963 

Tutees: 75 (?A Negro, 1 White) 

Tutors: 70 

Program Content: 99^ Academic Subjects 

Grade Level: Pre School through Junior High 

Operating Period: All Year 

Some Parental Involvement 



Brother Matthias 
Lashley 

l554-8th St. N.W. 
Washington, D.C. 20001. 



Barry Roncevic 
Ann Relyca 
1502 Q St. N.W. 
Washington, DoC. 20003 



106. YOUTH SERVICES PROJECT MILITARY REJECTEE Stephen D. Webb 
Founded in 1964 631 E St. N.W. 

Washington, D.C. 

Tutees: 35 

Tutors: 2 

Program Content: 60^ Special Subjects 

Qfffo Academic Subjects 
20^6 Basic Education 

Grade Level: Senior High and High School 

Drop Out 

Operating Period; All Year 
Regular Evaluation and Research 
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107. 



108. 



109. 



110 . 



111 . 



BOOKER T. WASHINGTON JR. -SR. HIGH SCHOOL 
TUTORIAL PROGRAM 

Founded in 196? 

Tutees: 100 (Negro) 

Tutors: 65 

Program Content: 50j6 Basic Education 

45jS Academic Subjects 
Grade Level: Junior and Senior High 

Operating Period: Academic Year Only- 

Regular Evaluation and Research 

BREVARD COUNTY COMMUNITY ACTION AGENCY 
Founded in 196? 

Tutees: 132 

Tutors: 132 

Program Content: 25^ Basic Education 

Creative Projects 
25J^ Community Activities 
Grade Level : Grade 4-6 

Operating Period: Academic Year Only 

Regular Evaluation and Report 

COMMUNITY ACTION FUND-MIGRANT PROGRAM 
Fomaded in 1965 

Tutees: 152 (l49 Negro, 3 Spanish Speaking) 

Tutors: 5 

Program Content: 99^ Academic Subjects 

Grade Level: Elementary 

Operating Period: Academic Year Only 

Some Parental Involvement 

COMMUNITY ACTION FUND, INC. REGION I 
Fomaded in 1965 

Tutees: 210 

Tutors: 180 

Program Content; 85^ Basic Education 
Grade Level: Primary through Senior High 

Operating Period: Academic Year Only 

Some Parental Involvement 

ECONOMIC OPPORTUNITY COORDINATING GROUP 
OF BROWARD COUNTY 



Sister M. Kenneth 
1200 N.W. 7th Ave. 
Miami 



Jean I. Rosker 
311 Avocado Ave. 
Cocoa 



William H. Johnson 
921 N.W. 6th St. 
Pompano, 33060 



F. Patricia Hutchinson 
1105-6th Ave. W. 
Bradenton 



Brother Joseph 
McNeely 
P.O. Box 22209 
Fort Lauderdale 
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112, GLADSEN TUTORIAL PROGRAM 

Founded in 1967 

Tutees: 50 (Negro) 

Tutors : 30 

Program Content! 50^ Basic Education 

2Jjo Academic Subjects 
Grade Level. Grade 4—6 
Operating Period: Academic Year Only 

113, GAINESVILLE TUTORIAL PROGRAM 

Foimded in 1963 

Tutees! 150 (140 Negro, 10 White) 

Tutors ! 45 

Program Content! 50^ Basic Education 

4056 Academic Subjects 
Grade Level : Undetermined 

Operating Period: Academic Year Only 

Some Parental Involvement 

114, TUTORIAL ASSISTANCE PROGRAM-"PROJECT 
STAY IN SCHOOL" 

Founded in 1967 

Tutees: 104 (59 Negro, 45 White) 

Tutors ! 104 

Program Content: 50^ Creative Projects 

40^ Basic Education 
Grade Level : Elementary 

Operating Period: Academic Year Only 

115, SARASOTA STUDENT TUTORING AND 
ENRICHMENT PROGRAM 

Founded in 1964 

Tutees: 40 (Negro) 

Tutors : 30 

Program Content: 50^ Basic Education 

2556 Academic Subjects 
25^ Creative Projects 
Grade Level: Primary through Senior High 

Operating Period: Academic Year Only 

Some Parental Involvement 

116, TALLEVAST TUTORING PROGRAM 

Foimded in I966 

Tutees! 25 (Negro) 

Tutors : 5 

Program Content: 75^ Basic Education 

25^ Academic Subjects 
Grade Level: Pre School and Elementary 

Operating Period: Academic Year Only 



Alexandra Lotz 
U-5I8 FSU 
Tallahassee, 32306 



J, Anthony Humphreys 
c/o Mrs. R.D. Dresner 
1753 S.W, 37th Place 
Gainesville, 32601 



Glenn K. Humes 
P,0, Drawer 1389 
Sanford, 32771 



Jerome Dupree 
2738 No, Orange Ave. 
Sarasota, 33580 



Robert James Lane 
New College 
Box 1898 
Sarasota, 33578 
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117. VISTA AFTER-SCHOOL CENTE.' Alice R. Yanike 

Founded in 1966 Pirate Point j 

Ruskin , 33570 

Tutees: 28 (l2 Spanish Speaking, 8 White, ! 

3 Negro) 1 

Tutors i 9 

Program Content: 99J^ Basic Education 

Grade Level: Pre School and Elementary 

Operating Period: All Year 

Substanti .1 Parental Involvement 



GEORGIAr 



118. CHRISTIAN ASSOCIATION TUTORIAL PROJECT Miss Ann Hoefer 

Founded in 1966 Box 275 

Agnes Scott College 

Tutees: 18 (Negro) Decatur, 30030 

Tutors : 10 

Program Content: 99J^ Ba vie Education 

Grade Level: Primary 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 



119. COMMUNITY ACTION TUTORIALS Ted Carpenter 

Founded in 1966 E.O.A. 

486 Decatur St. S.E. 

Tutees: 140 (75 Negro, 65 White) Atlanta, 30212 

Tutors : 130 

Program Content: 50j6 Basic Education 

2Jfo Academic Subjects 

Grade Level: Pre School through Senior High 

Operating Perrlod: All Year 

Some Parental Involvement 



120. DOUGHERTY COUNTY RESOURCES DEVELOPMENT Eula D. Boles 

ASSOCIATION P.O. Box 562. 

Founded in 1965 Albany, 31701 



Tutees: 500 (350 Negro, 150 White) 

Tutors : 70 

Program Content: 60j6 Basic Education 

20j6 Aca/iemic Subjects 

Grade Level: Grade 4-6 through High School 

Drop Out 

Operating Period: Academic Year Only 

Substantial Parental Involvement 
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Kentucky Library Services Bookmobile - Donated by OEO - Photographer 
Joan Larson 
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121. EMORY UPWARD BOUND 

Founded in 1966 

Tutees: 21 (l9 Negro, 2 White) 

Tutors: 11 

Program Content: 90^ Academic Subjects 

Grade Level: Senior High 

Operating Period: All Year 

122. GORDON STREET BAPTIST TUTORIAL 

Founded in 196? 

Tutees: 12 (White) 

Tutors: 5 

Program Content: 75^ Basic Education 

Grade Level: Elementary 

Operating Period: Academic Year Only 

123. LIFT - LEARN IN FRIENDSHIP TEAMS 

Founded in 1963 

Tutees: l6 (l3 White, 2 Negro, 1 Spanish 

Speaking 
Tutors: l6 

Program Content: 98^ Basic Education 

Grade Level: Primary through Senior High 

Operating Period: All Year 

Regular Evaluation and Research 



124. SU-MAC (SUMMERHILL-MECHANICSVILLE) 
TUTORIAL 

Founded in 1964 

Tutees: 75 (Negro) 

Tutors: 100 

t Program Content: 90^ Basic Education 

Grade Level: Elementary 

Operating Period: Academic Year Only 

Some Parental Involvement 



125. UNIVERSITY OF GEORGIA TUTORIAL PROGRAM 
Founded in 1964 

Tutees: 100 

Tutors: 80 

Program Content: 80^ Basic Education 

20^ Academic Subjects 
Grade Level: Primary through Junior High 

Operating Period: Academic Year Only 

Some Parental Involvement 
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Louis D. Becker 
Emory University 
Atlanta, 30322 



Miss Dana Blanton 
2866 Bob White Drive 
Atlanta, 30311 



Miss Mary Ecklund 
23319 Anchor Ave. 
Wilmington, 90744 



Louis McLeod 
Drawer A. Emory Univ. 
Atlanta, 30322 



Rev. Christian Malone 
1344 S. Liunpkin St. 
Athens, 306OI 



126. UPWABD BOUND PROJECT 

Eounded in 1966 

Tutees; 50 (Negro) 

Tutors ; 50 

Program Content: 99^ Basic Education 

Grade Level: Senior High 

Operating Period: All Year 



HAWAII 



127. KONA TUTORING PROJECT 

Eounded in 196? 

Tutees: 18 (Other) 

Tutors: 18 

Program Content: 85^ Basic Education 

Grade Level: Elementary 

Operating Period: Academic Year Only 

128. STUDY HALL AND TUTORIAL SERVICES 

Eounded in 1966 

Tutees: 339 

Tutors: 69 

Program Content: 60j6 Basic Education 

20j6 Academic Subjects 
20J6 Creative Projects 
Grade Level: Primary through Senior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 

129. TUTORIAL 

Eounded in 1966 

Tutees: 50 (32 Other , 18 White) 

Tutors: 18 

Program Content: hjfo Academic Subjects 

40^ Basic Education 

Grade Level: Grade 4-6 and Junior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 



i 



130. VOLUNTEER TUTORING PROJECT 
Eounded in 1965 

Tutees: 314 (296 Other, 18 White) 




Dr. H. Singh 
Eort Valley State 
College 

Eort Valley, 31030 



Duane Roberts 
Box 547 Kealakekua 

Kona 



Mrs. Carol D. Mix 
P.O. Box 974 
Project # 37 
Waianae CAP 
Waianae , 96792 



Joseph M. Sotiki 
Old Lihikai School 
Kahului , 96732 



Mrs. J. M. Hudson 
Univ. Y.W.C.A. 

1820 University Ave. 
Honolulu, 968I5 
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Tutors: 282 

Program Content: 40^ Basic Education 

20^ Academic Subjects 
18^ Creative Projects 
Grade Level: Pre School through Adult 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 



133 . ALTGELD-™iRAY TUTORING PROJECT AND 
STUDY CENTER 



132. ABLA HOMES TUTORING PROGRAM 

Founded in 1965 

Tutees: 25 (Negro) 

Tutors: l6 

Program Content: 50^ Basic Education 

50^ Academic Subjects 
Grade Level: Grade 4-6 and Junior High 

Operating Period: Academic Year Only 

133. AMERICAN INDIAN EXPLORERS STUDY PROGRAM 

Founded in 1963 

Tutees: 100 (Other) 

Tutors: 24 

Program Content: 40^ Basic Education 

40^ Creative Projects 
Grade Level : Elementary 

Operating Period: All Year 



ILLINOIS 



Mr, Peter J, Bro"wn 
940 East 132nd St. 
Chicago 

Gwendolyn Wilson 
1324 S. Loomis 
Chicago, 6 o608 



I 
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Francesca Voltri 
738 W. Sheridan Rd, 
Chicago 



134. 



ANGEL GUARDLuv HOME 

Founded in 1961 

Tutees: 620 (510 White, 80 Spanish 

Speaking, 30 Negro) 



Mrs, Thomas Henehan 
2001 Devon 
Chicago, 60645 



Tutors: 180 

Program Content: Undetermined 

Grade Level: Pre School through Senior High 

Operating Period: Academic Year Only 



135 . ASSOCIATION HOUSE 

Founded in 1962 



James Moran 
2150 W, North Ave. 
Chicago, 60647 



O 

ERIC 



25 







4 






1 

i' 

i 

•| 

I* 



j 

'1 






Tutees: 18 (8 White, 6 Negro, 4 Spanish 

Speaking) 

Tutors: 18 

Program Content: 80^ Basic Education 

Creative Projects 
Grade Level: Grade 4-6 

Regular Evaluation and Research 
Some Parental Involvement 

136. BENTON HOUSE READING-TUTORING PPOGRAM Sharon E. Pieper 

Founded in 1965 3052 South Gi’atten 

Chicago, 606O8 

Tutees: 100 (85 White, 15 Spanish Speaking) 

Tutors: 78 

Program Content: 99^ Basic Education 

Grade Level: Elementary and Junior High 

137. CABRINI -GREEN HOMES PROJECTS 



138. CASA CENTRAL & FIRST CONGREGATIONAL 
CHURCH TUTORING PROGRAM 



139. CATHOLIC ALUMNI CLUB OF CHICAGO 
TUTORING PROGRAM 

Founded in 1963 

Tutees: 10 

Tutors: 10 

Program Content: 99^ Basic Education 

Grade Level: Primary through Senior High 

Operating Period: Academic Year Only 

140. CENTRAL AUSTIN BLOCK CLUBS 
TUTORING PROJECT 



141. CHICAGO AREA LAY MOl'EMENT (CAIM) 

Founded in 1963 

A. Calm 

Tutees: 1265 (l093 Negro, 100 Spanish 

Speaking, 50 White, 22 Other) 
Tutors: 1151 

Program Content: 90jS Basic Education 

Grade Level: Grade 4-6 and Junior High 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 



Mrs. Florence Mitchell 
412 Chicago Ave. 
Chicago, 60610 

Mr. Tom Boomer shine 
1613 W. Washington Blvd. 
Chicago, 60612 

Miss Joan Suminski 
De Paul Settlement 
House 

2145 N. Hoisted 
Chicago, 60614 



Mrs. Nell Scalise 
5804 W. Midway Park 
Chicago 

James Barry 
720 N. Rush St. 
Chicago 
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B. St. Francis Cabrini 


Sister Cheryl Marie 




Founded in 1965 


746 S. Sacramento Blvd 
Chicago 


m 


C. Presentation 


Sister M. Rita Francis 




Founded in 19o4 


734 So. Springfield 
Chicago, 60624 


• 


Tuteess 140 (Negro) 



Tutors: 140 

Program Content: 90j6 Basic Education 

Grade Level: Grade 4-6 and Junior High 

Operating Period: All Year 



142. 


CHILDREN'S CENTER - WOODLAWN MENNONITE 
CHURCH 

Founded in I 96 I 


Mrs. Susan Duncan 
1143 E. 469 th St. 
Chicago, 60653 




Tutees: 55 (Negro) 

Tutors: 12 

Program Content: 80^ Basic Education 

Grade Level: Pre School through Senior 

High 

Operating Period: All Year 

Some Parental Involvement 




143. 

m 

# 


CHRISTIAN ACTION MINISTRY 
Founded in 1965 

Tutees: 6 OO (Negro) 

Tutors: 120 

Program Content: 60^ Basic Education 

Grade Level: Pre School through Adult 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 


Miss Mary Nelson 
4201 W. Jackson Blvd. 
Chicago, 60624 


144. 


COMMUNITY HOUSE 


Sr. Paula Fitzmaurice 
515 West Oak 
Chicago, 60610 


145. 


COMMUTSflTY STUDY CENTER 


431 South 19 th Ave. 
Maywood 


146. 

• 


DEBORAH BOYS CLUE TUTORING SERVICE 
Founded in 1964 

Tutees : 50 

Tutors: 5 

Program Content: 99^ Basic Education 

Grade Level: Grade 4-6 and Junior Hi gh 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 


Alfred Wiesmeyer 
3401 W. Ainslie St. 
Chicago, 60625 
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150 . 

151. 

152. 



DUNCAN UNIVERSITY TUTORING IMCA 
Founded in 1965 

Tutees: 78 (55 Negro, 22 Spanish 

Speaking, 1 VHiite) 

Tutors: 78 

Program Content: 50jS Basic Education 

Grade Level: Primary through Junior High 

Operating Period: All Year 

Regular Evaluation and Research 

ELEMENTARY VOLUNTEER TUTORING PROJECT 



EAST GARFIELD PARK COMMUNITY 
PROJECT-TUTORING 

Founded in 1966 

Tutees: 20 (Negro) 

Tutors: 20 

Program Content: 86^6 Basic Education 

Grade Level: Primary 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 

EMMANUEL CHURCH TUTORING PROJECT 
Founded in 1962 

Tutees: 120 (95 Spanish Speaking, 25 

White) 

Tutors: 80 

Program Content: 60j6 Basic Education 

20j6 Academic Subjects 
Grade I'ovel; Primary through Junior High 
Operating Period: All Year 

Some Parental Involvement 

ERIE LIBRARY STUDY CENTER 



FIFTH CITY 

Founded in 1966 

Tutees: 360 (330 Negro, 30 White) 

Tutors: 30 

Program Content: 50jS Special Subjects 

25^ Creative Projects 
25^ Community Activities 
Grade Level: Primary through High School 

Drop Out 



Elizabeth Monk 
1515 V. Monroe 
Chicago, 60607 



Grant Elementary School 
8 South Gifford 
Elgin 

Susan Beery 

3560 W. Congress Pkwy 

Chicago, 60624 



Rev. Henry Murray 
1925 S. Loomis St. 
Chicago, 6 O 6 O 8 



Miss Evelyn Wyman 
1347 W. Erie St, 
Chicago, 60610 

Nancy Sims 

3444 W, Congress Pkwy 
Chicago, 60624 
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Operating Period: All Year 

Substantial Parental Involvement 

153. PIEMAN HOUSE 

Founded in 1963 

Tutees: 30 

Tutors: 20 

Program Content: 75^ Basic Education 

25^ Community Activities 
Grade Level: Primary through Junior High 

Operating Period: Academic Year Only 

154. FIBST IMMANUEL LUTHERAN TUTORING PROJECT 

Founded in 1961 

Tutees: 17(Negro) 

Tutors 23 

Program Content: Undetermined 

Grade Level: Primary through Junior High 

Operating Period: Academic Year Only 

Some Parental Involvement 

155. FOURTHCOMER TUTORING CENTER 



156. GADS HILL CENTER TUTORING PROGRAM 

Founded in 196^ 

, Tutees: 45 

Tutors: 30 

Program Content: 99^ Basic Education 

Grade Level: Elementary 

Operating Period: All Year 

157. GUGGENHEIM TUTORIAL CENTER 

Tutees: 25 

Tutors: 15 

Program Content: 50^ Basic Education 

50^ Academic Subjects 
Grade Level: Grade 4-6 

Operating Period: Undetemined 

158. GOVERNOR'S COMMITTEE ON LITERACY AND 

“ LEARNING 

Note: The Governor's Committee is not a 

• tutorial project; rather, it is an 

assistance center for Illinois 
tutorials. 



Mrs. Doris Baxter 
235 W. 53rd St. 
Chicago, 60609 



Michelle Schutt 
1129 S. Ashland Blvd. 
Chicago, 60607 



Rev. A. D. Tempelman 
126 E. Chestnut St. 
Chicago 

Mrs. Patricia Handzel 
1919 N. Cullerton 
Chicago, 6 O 6 O 8 



Dr. Thomas VanDam 
New Friendship Baptist 
Church 

820 W. 71st St. 
Chicago, 60621 



Peter C. Lewis 
19 . S. La Salle 
Chicago, 60603 
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159. HOLY CROSS SCHOOL 

Founded in 1965 

Tutees: 70 (Negro) 

Tutors: 70 

Program Content: 99^ Basic Education 

Grade Level : Grade 4-6 and Junior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 

160. ILLINOIS HUMANE SOCIETY 

Founded in 1964 

Tutees: 9 Negro, 3 Spanish Speaking, 

2 \^ite) 

Tutors: 5 

Program Content: 99^ Basic Education 

Grade Level: Grade 4-6 

Operating Period: Academic Year Only 

Regular Evaluation and Research 

161. ILLINOIS STATE UNIVERSITY STUDENT TUTORIAL 
PROJECT 

Founded in 1962 

Tutees: 200 (l90 White, 10 Negro) 

Tutors: 200 

Program Content: 80^ Basic Education 

20^ Academic Subjects 
Grade Level: Primary through Senior High 

Operating Period: Academic Year Only 

162. JAMIESON CENTER 

Founded in 1964 

Tutees: 55 

Tutors: 10 

Program Content: 60j6 Basic Education 

40j6 Academic Subjects 
Grade Level: Primary through Senior High 

Operating Period: Academic Year Only 

Some Parental Involvement 

163 . JANE ADDAMS CENTER TUTORING PROGRAM 

Founded in 1964 

Tutees: 35 

Tutors: 30 

Program Content: 75^ Basic Education 

24^6 Academic Subjects 
Grade Level: Primary through Senior High 

Operating Period: All Year 

Some Parental Involvement 
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Sister Mary Leah Biller 

B.V.M. 

6537 S, Maryland 
Chicago, 60637 



Leona Cain 
2415 W. Polk St. 
Chicago, 60612 



Robert E, Hemenway 
Normal 

Chicago, 61761 



Roger Dat-wyler, 
Dan Merrill 
325 E. Ninth 
Monmouth, 61462 



Ann R. Levin 
3212 N. Broadway 
Chicago, 60657 



O 



164. KIWANIS CHICAGO BOYS CLUB 

Founded in 1965 

Tutees: 60 

Tutors: 24 

Program Content: 75^ Basic Education 

20j6 Creative Projects 
Grade Level: Pre School through High 

School Drop Out 
Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 

165. KNOX COLLEGE TUTORING PROJECT 



166. LAKE FOREST COLLEGE TUTORIAL PROJECT 

Founded in 1963 

Tutees: 150 

Tutors: 130 

Program Content: 25^ Basic Education 

25^ Academic Subjects 
25^ Creative Projects 
25^ Community Activities 
Grade Level : Elementary 

, Operating Period: Academic Year Only 

167. LANGUAGE ARTS TUTORING 

Founded in 1964 

% 

Tutees: 24 (l5 Spanish Speaking, 9 White) 

Tutors: 9 

Program Content: 98^ Basic Education 

Grade Level: Pre School through Adult 

Operating Period: All Year 

168. LAWNDALE TUTORING PROJECT 

Foimded in 1962 

Tutees: 300 (Negro) 

Tutors: 200 

Pi’ogram Content: Undetemnined 

Grade Level : Undetemnined 

Operating Period: All Year 

169. LOGAN SQUARE STUDY CENTER 

Foimded in 1966 

Tutees: 19 (White) 

* Tutors: 19 

Program Content: 90^6 Basic Education 

Grade Level : Elementary 



Patrick Koertgen 
914 W. Diversey 
Chicago, 60614 



Knox College 
Galesburg 

Miss Peggy Davis 
Box 876 

Lake Forest, 60045 



Sr. Angelina, M.C-M 
1100 So. May St. 
Chicago, 60607 



Robert Cochran 
3210 W. Arthington 
Chicago 



S. Allan Csiky 

3600 W. Fullerton Ave. 

Chicago, 60647 
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Operating Period; All Year 
Regular Evaluation and Research 
Some Parental Involvement 

170. LOWDEN STUDY CENTER 

Founded in 1966 

Tutees; 68 
Tutors; 14 

Program Content; 99^ Basic Education 
Grade Level; Grade 4-6 
Operating Period; All Year 
Some Parental Involvement 

171. LOWER NORTH CENTER TUTORING PROGRAM 

Tutees; 110 (Negro) 

Tutors ; 6& 

Program Content; 70jS Basic Education 
Grade Level; Elementary 
Operating Period; Undetermined 

172. MARY MCDO'WELL SETTLEMENT HOUSE- 
TUTORING DIVISION 

Tutees; 34 (l2 White, 12 Spanish 
Speaking, 10 Other) 

Tutors; 2 

Program Content; 40j6 Basic Education 

25^ Academic Subjects 
Grade Level; Primary through Senior High 
Operating Period; All Year 
Regular Evaluation and Research 
Substantial Parental Involvement 

173. MARYNOOK TUTORING PROJECT 

Founded in 1966 

Tutees; 17 (l3 Negro, 4 White) 

Tutors ; 17 

Program Content; 100 ^ Basic Education 
Grade Level; Elementary 
Operating Period; Academic Year Only 
Regular Evaluation and Research 
Some Parental Involvement 

,174. METROPOLITAN MINISTRIES 
Founded in 1966 

Tutees; 12 (Negro) 

Tutors ; 12 

Program Content; 99^ Basic Education 
Grade Level; Primary through Senior High 
Operating Period; Academic Year Only 






Mrs. Audrey E. Mason 
200 W. 95th St. 
Chicago, 60628 



Mr. C. Gaiter 
1000 N. Sedgwich 
Chicago, 60615 



Miss Diane Krause 
4630 McDowell Ave. 
Chicago, 60609 



Mrs. Hal M. Freeman 
8560 S. Dorchester 
Chicago, 60619 



Marjorie Storer 
9050 S. Racine Ave. 
Chicago, 60620 
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175. 

176 . 

177. 

178 . 

179. 

180. 



MIDTOWN SPORTS AND CULTURAL CENTER 
Founded in 1964 

Tutees: 40 (3O White, 8 Spanish Speaking, 

2 Negro) 

Tutors : 10 

Program Content: 60^ Basic Education 

Vocational Courses 
Grade Level: Grade 4-6 and Junior High 

Operating Period: All Year 

Some Parental Involvement 

MORGAN PARK HILL PUPIL AID COMMITTEE 
Pounded in 1965 

Tutees: 14 

Tutors : 14 

Program Content: 995^ Basic Education 

Grade Level: Primary through Jiuiior High 

Operating Period: Academic Year Only 

Substantial Parental Involvement 

NEW TRIER HIGH SCHOOL SOCIAL SERVICE 
Pounded in 1964 

Tutees: 100 (Negro) 

Tutors : 70 

Program Content: 90^ Basic Education 

Grade Level: Senior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 

NOYES SCHOOL TUTORING PROJECT 
Pounded in 1966 

Tutees: 45 

Tutors : 45 

Program Content: 90j6 Basic Education 

Grade Level: Grade 4-6 

Operating Period: Academic Year Only * 

ONWARD NEIGHBORHOOD HOUSE 



PROJECT CHARGE 

Founded in 1966 

Tutees: 35 (30 Negro, 5 Spanish Speaking) 

Tutors: 5 

Program Content: 75j6 Basic Education 

25J6 Creative Projects 
Grade Level: Senior High 



Peter Dowhor 
7I8 S. Loomis 
Chicago, 60607 



Mrs. Don L. Davis 
10929 Prospect Ave. 
Chicago, 60643 



Howard Clark 

7 Happ Road Northfield 

Chicago 



Eatnerine R. Foss 
385 Winnetka Ave. 
Winnetka, 60093 



Mrs. Judy Baer 
600 No. Leavitt St. 
Chicago, 60612 

Thomas E. Boomershine 
1613 W. Washington Blvd. 
Chicago, 60612 
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Operating Period: Academic Year Only 

Regular Evaluation and Research 



181. PROJECT CHAliliENGE 



182. PROJECT SHARE 

Founded in 1965 

Tutees; 1,500 (Negro) 

Tutors: 750 

Program Content: 70^6 Basic Education 

Grade Level: Grade 4-6 through Senior High 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 

183. PROVIDENCE HIGH SCHOOL TUTORING PROJECT 

Founded in 1964 

Tutees: 75 (40 Negro, 25 White, 

10 Spanish Speaking) 

Tutors: 35 

Program Content: 60j6 Basic Education 

Wfo Academic Subjects 
Grade Level: Junior and Senior High 

Operating Period: All Year 

Regular Evaluation and Research 

184. ROBERT TAYLOR HOMES TUTORING PROJECT 

Founded in 1967 

Tutees: 65 (Negro) 

Tutors: 33 

Program Content: 99^ Basic Education 

Grade Level: Elementary 

Operating Period: All Year 

Regular Evaluation and Research 

185. SALVATION ARMY SETTLEMENT 

Tutees: 29 (White) 

Tutor : 1 

Program Content: lOOjS Basic Education 

Grade Level: Elementary 

Operating Period: Undetermined 

186. SOUTH SHORE STUDY CENTER 

Founded in I 963 

Tutees: I 38 ( 13 O Negro, 5 White, 

3 Spanish Speaking) 

Tutors: 104 




526 North 10th St. 
East St. Louis 

Marshall L. Smith 
e/o Southtown YMCA 
6545 S. Union 
Chicago , 60621 



Sister Pauline Marie 
119 S. Central Park 
Boulevard 
Chicago, 60624 



Dorothy Sanders 
4700 S. State St. 
Chicago, 60049 



3053 South Normal Ave. 
Chicago 



Anne L. Neustaetter 
1833 E. 71st St. 
Chicago, 60649 
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187 . 



188 . 



189 . 

190 . 



191 . 



192 . 



Program Content: 99 ^ Basic Education 

Grade Level: Primary and Junior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 

SOHIH SUBURBAN YWCA TUTORING PROJECT 



STUDENT WOODLAWN AREA PROJECT 
Founded in I963 

Tutees: 150 (Negro) 

Tutors: 15O 

Program Content: 80 ^ Basic Education 

Grade Level: Senior High 

Operating Period: All Year 

Regular Evaluation and Research 
Substantial Parental Involvement 

TRINITY HOUSE 



TUTORING COMMITTEE 



TUTORING PROGRAM OF THE ROBERT R. 

MCCORMICK CHICAGO BOYS CLUB 
Founded in I962 

Tutees: 126 (89 White, 21 Spanish Speaking 

13 Negro, 3 Other) 

Tutors: 36 

Program Content: 85 ^ Basic Education 

Grade Level: Primary through Senior High 

Operating Period: All Year 

Regular Evaluation and Research 

TUTORING PROJECT FOR MOTHERS 
Founded In I963 

Tutees: 52 (50 Negro, 2 White) 

Tutors: 59 

Program Content: 94 ^ Basic Literacy for 

Adults 

Grade Level: Junior High through Adult 

Operating Period: All Year 

Regular Evaluation and Research 



24 Plaza, Suite 30 

Park Forest 

East Chicago Heights 

Carlos Brossard 
1212 E. 59th St. 
Chicago, 60637 



Rev. I. G. Lawrence 
125 East 26th St. 
Chicago, 60616 

Sister Sarita 
Rosary College 
7900 W. Division 
River Forest, 60305 

Earl K. Bond 

4835 No. Sheridan Rd. 

Chicago, 60640 



Mrs. Audrey Spiro 
Christ Episcopal Church 
65th So. Woodlawn Ave. 
Chicago, 60637 
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193. TUTORING TAYLOR HOUSE 

Founded in I963 

Tuteess 100 (35 White, 35 Spanish 
Speaking, 30 Other) 

Tutors : 12 

Program Content; 60^ Basic Education 

40^ Creative Projects 
Grade Level: Primary through Adult 

Operating Period; All Year 
Some Parental Involvement 

194. UHLICH TUTORING PROJECT 

Founded in 19^4 

Tutees; 65 (50 White, 10 Negro, 

5 Spanish Speaking) 

Tutors: 70 

Program Content; 80^ Basic Education 
Grade Level; Primary through Senior High 
Operating Period; All Year 

195. UNION LEAGUE BOYS’ CLUB TUTORING 
AND READING 

Founded in 1965 

Tutees: 41 

Tutors : 12 

Program Content; 99J^ Basic Education 
Grade Level; Pre School and Elementary 
Operating Period; All Year 
Regular Evaluation and Research 

196. UPTOWN CENTER-HULL HOUSE 

Founded in 1964 

Tutees: 89 

Tutors ; 85 

Program Content; Undetermined 
Grade Level; Elementary and Adult 
Operating Period; All Year 
Regular Evaluation and Research 
Some Parental Involvement 

197. VOLUNTEER ILLINI PROJECT, INC. 

Founded I965 

Tutees: 290 

Tutors: 165 

Program Content; 45^ Basic Education 

50^ Creative Projects 
Grade Level; Primary through Senior High 
Operating Period; Academic Year Only 
Regular Evaluation and Research 
Some Parental Involvement 



Mrs. Mary Boyden 
915 N. Wolcott 
Chicago, 60622 



Alan Hagen 
3737 N. Mozart St. 
Chicago, 606I8 



Miss Avril Kaplan 
2157 W. 19th St. 
Chicago, 606O8 



Mildred Berman 
1257 N. Wilson 
Chicago, 60640 



Kenny Allen 
110 Student Services 
Bldg. 

Champaign, 61820 
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CLAY-OWEN-PUTNAM COMMUNITY ACTION PROGRAM 
Founded in I 966 

Tutees: 180 ( 16 O White, 20 Negro) 

Tutors: 180 

Program Content; 65 ^ Basic Education 
Grade Level; Primary through Senior High 
Operating Period; All Year 
Regular Evaluation and Research 
Substantial Parental Involvement 

COMMUNITY SERVICE COMMITTEE 
Founded in 196? 



LOCUST STREET COMMUNITY CENTER 
Founded in 1964 

Tutees; 50 (White) 

Tutors; 55 

Program Content; 75/^ Basic Education 

20^ Academic Subjects 
Grade Level; Pre School through Senior 
High 

Operating Period; All Year 
Regular Evaluation and Research 
Some Parental Involvement 

NEIGHBORHOOD STUDY HELP PROGRAM, INC. 
Founded in 1963 

Tutees: 700 

Tutors; 700 

Program Content; 60^ Basic Education 

20/^ Basic Literacy for 
Adult 

Grade Level; Primary through Junior High 
Operating Period; All Year 
Regular Evaluation and Research 
Some Parental Involvement 

RICHMOND TUTORING PROJECT 
Founded in 1963 

Tutees; I 30 (90 Negro, 40 White) 

Tutors; 13 O 

Program Content; 75^ Basic Education 

25 ^ Academic Subjects 
Grade Level; Primary through Senior High 



INDIANA 



Marvin B. Jones 
17 East National 
Brazil, 47834 



Paul Wright 
Taylor University 
Upland, 46989 

Ray C. Rist 
452 S. Locust 
Valparaiso, 46383 



i 

Roger 0, Parent • 

811 East Jefferson 
Boulevard 
South Bend, 46617 



Mrs. G. Tanner Brooks 
415 Earlham Drive 
Richmond, 47374 
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Operating Period: Academic Year Only- 

Regular TCvaluation and Research 
Some Parental Involvement 



IOWA 

‘ii 



203. DRAKE BTDDENT-TO-STUDENT PROGRAM 

Founded in 1962 

Tubees: 30 (20 Negro, 10 White) 

Tutors : 30 

Program Content: 75^ Community Activities 

Grade Level: Junior High 

Operating Period: Academic Year Only 

Some Parental Involvement 

204. WATERLOO TOTORIAL PROJECT 

Founded in I966 

Tutees : 18 

Tutors: 18 

Program Content: 50^ Academic Subjects 

45^^ Special Subjects 
Grade Level: Jiinior and Senior High 

Operating Period: Academic Year Only 



KANSAS - 



205. FRIENDSHIP TUTORING PROGRAM 



206. RED CROSS COLLEGE YOUTH PROGRAM 
Founded in 1965 

Tutees: 150 (90 Negro, 60 White) 

Tutors : 97 

Program Content: 50j6 Basic Education 

50^ Academic Subjects 
Grade Level: Grade 4-6 through Senior 

High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
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Sue Petacque 
Drake U, c/o Dean 
of Men 

Des Moines, 50311 



Glenn Oshiro 
Wartburg College 
Waverly, 50677 



Mrs. Franz Samelson 
2078 College Heights 
Rd. 

Manhattan , 66502 

Karen Dulles 
321 No. Topeka 
Wichita, 67202 









207. VOLUNTEER TUTORIAL PROGRAM (VOLT) 






i 

i 

I 

I 



i 

i 

4 



Jan Yocum 
Wichita Area CAP 
1102 W. Douglas 
Wichita, 67203 






208. 



KENTUCKY . 



APPALACHIAN VOLUNTEERS COMMUNITY EDUCATION Mrs. Ann Pollard 

Appalachian Volunteers 
Main Street 
Berea, 40403 



209. KENTUCKY RIVER FOOTHILLS DEVELOPMENT 
COUNCIL 



Mrs. Almeda Hollins 
P.O. Box 195 
Winchester, 40391 



210. Kl'JOX COUNTY ECONOMIC OPPORTUNITY COUNCIL, Arthur E. Talbert 

TUTORING PROGRAM Box 135 > Barbourville 

Founded in 1965 Kentucky, 40906 

Tuteesi 240(200 White, 40 Negro) 

Tutors: l6 

Program Content: 50^6 Basic Education 

25^ Academic Subjects 
25^ Creative Projects 
Grade Level: Pre School through High 

School Drop Out 
Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 



211. LEXINGTON TUTORIAL PROJECT 
Founded in 1964 

Tutees: 250 (l65 Negro, 85 White) 

Tutors: 180 

Program Content: 40^6 Basic Education 

30j6 Community Activities 
20^ Academic Subjects 
Grade Level: Primary through Jiuiior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 



Carol 3 nn Atkinson 
Office of Religious 
Affairs, University 
of Kentucky 
Lexington 



212. PROJECT TORCHLIGHT 

Foiuided in 1966 



Tutees : 



125 (lOO White, 25 Negro) 



Sedahlia Crase 

CPO 2295 
Berea College 

Berea, 40403 



t 
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Tutors : 17 

Program Content: k3% Academic Subjects 

Creative Projects 

Grade Level; Junior High through High 
School Drop Out 
Operating Period; All Year 
Regular Evaluation and Research 
Substantial Parental Involvement 

213. UPWARD BOUND 

Pounded in 196? 

Tutees; 50 (48 White, 2 Negro) 

Tutors ; 9 

Program Content: 50^6 Basic Education 

Academic Subjects 
25f> Creative Projects 
Grade Level; Senior High 
Operating Period; All Year 
Regular Evaluation and Research 
Some Parental Involvement 





215. BERWICK ACADEMY TUTORIAL PROGRAII 



216. BOWDOBT BIG BROTHER PROJECT 
Poimded in 1964 

Tutees; 42 (40 White, 2 Negro) 

Tutors : 42 

Program Content; Undetermined 
Grade Level; Primary through Jxmior High 
Operating Period; Academic Year Only 
’egular Evaluation and Research 
Some Parental Involvement 



Billy P. Best 
Box 2295 
Berea College 
Eerea, 40403 



c/o Stuttent Govern- 
ment 

Xavier University 
Palmetto & Pine Sts. 
New Orleans, 70125 



Mrs. Richard del Prete 
Vine St. 

South Berwick 

Charles R. Toomajian 
-Tr. 

Bowdoin College 
Brunswick, 04011 
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: 217. TUTORING AND ENRICHMENT PROGRAMS 

i 



Community Service 
Commissioner 
Campus Association 
Bates College 
Leviston, 04240 



218. BALTLMORE TUTORIAL PROJECT 



219. ECHO HOUSE FOUNDATION, INC. 



220. HARFORD COUNTY COMMUNITY ACTION 
NEIGHBORHOOD SERVICE CENTER 
Founded in 1966 

Tutees; 185 (l36 Negro, 49 White) 
Tutors: 140 

Program Content: 99^ Academic Subjects 

Grade Level: Elementary and Adult 

Operating Period: Academic Year Only 

Substantial Parental Involvement 

* 221. HOME STUDY PROGRAM, INC. 

Founded in I960 

Tutees: 470 (450 Negro, 20 White) 

Tutors: 280 

Program Content: 35^ Basic Education 

35^ Academic Subjects 
Grade Level: Pre School Through Adult 

Operating Period: All Year 

Some Parental Involvement 



MARYLAND 



Bill Henry 

1520 E. Monument St. 

Baltimore, 21205 

Mrs. Betsy Myers 
1725 W. Franklin St. 
Baltimore, 21223 

Maurine McKinley 
805 Revolution St. 
Havre de Grace, 21078 



Miss Catherine Forman 
8814 Kensington Pkwy 
Chevy Chase, 20016 



2ki2. JOHNS HOPKINS UNIVERSITY YMCA TUTORIAL 
PROGRAM 



223. LINCOLN PARK TUTORING PROGRAM 



224. MARTIN DE PORRES CEOTER 



D»* Chester L. Wickwire 
Levering Hall 
Johns Hopkins Univ. 
Baltimore, 21218 

Mrs. Vivian Summer our 
106 Frederick Ave. 
Rockville, 20850 

Sister Ann Paul 
908 Valley Street 
Baltimore, 21202 
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225. "N.o.wy NEWMAN OFFERS WITNESS 

Foitnded in 1965 

Tutees: 500 

Tutors: 250 

Program Content: 30^ Basic Education 

20^ Academic Subjects 
20^ Basic Literacy for 
Adult 

20^ Creative Projects 
Grade Level: Primary through Adult 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 

226. OPERATION HINGE 

Founded in 1966 

Tutees: 75 (Negro) 

Tutors: 75 

Program Content: 50^ Basic Education 

25^ Creative Projects 
Grade Level: Pre School through Senior 

High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 

227. TAKOMA PARK-COLBY AVENUE PROJECT 



228. WASHINGTON COLLEGE TUTORIAL PROGRAM 



229. WOLFE STREET CENTER TUTORING PROGRAM 
Foimded in 1966 

Tutees: 20 (l2 Negro, 8 White) 

Tutors: 14 

Program Content: 60^ Basic Education 

20^6 Special Subjects 
20^ Community Activities 
Grade Level : Primary through High School 

Drop Out 

0i .’ati j Period: Academic Year Only 

Some Parental Involvement 
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Catherine O'Brien 
4141 Guilford Drive 
College Park, 20740 



Richard L. McCanna 
Western Maryland 
College 

Westminster, 21157 



Mrs. Henry Belson 
1808 Metzerott Road 
Apt. #52 
Adelphi , 20783 

Washington College 
Chesterto\vn 

Jerry Morton 
112 N. Wolfe St. 
Baltimore, 21231 




Photographer - Morton R. Engelberg 



MASSACHUSETTS 



230. BOSTON UNIVEHSITY TUTORIAL PROGRAM 



231. BOYS' CLUBS OF BOSTON TUTORIAL PROGRAM 

Foiinded in I 963 

Tutees: I 70 

Tutors: 82 

Program Content: 7 OJ 6 Basic Education 

20j6 Academic Subjects 
Grade Level: Primary through Senior Hi gh 

Operating Period: Academic Year Only 

232 . BROOKLINE TUTORIAL PROGRAM 

Founded in I 965 

Tutees: 100 (70 White, 30 Negro) 

Tutors: 100 

Program Content: 99J^ Basic Education 

Grade Level: Primary and Junior High 

Operating Period: Academic Year Only 

Some Parental Involvement 

233 . COLUMBIA POINT COMMUNITY CENTER TUTORIAL 

Foimded in I 966 

Tutees: 90 

Tutors: 53 

Program Content: 90j6 Basic Education 

Grade Level: Primary and Junior High 

Operating Period: Academic Year Only 

Some Parent •■'1 Involvement 

234 COMMONWEALTH SERVICE CORPS 



235 COMMUNITY SERVICES COUNCIL TUTORIAL 
PROJECT 

Foimded in I 966 

Tutees: I 50 

Tutors: 120 

Program Content: 9 OJ 6 Basic Education 

Grade Level: Primary through Senior High 

Operating Period: Academic Year Only 

Some Parental Involvement 
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Community Services 
C*. incil 

Boston University 
185 Bay State Road 
Boston, 02215 

Anthony Viehmann 
15 Green St. 
Charlestown, 02129 



Mary K. Rouillai'd | 

Brookline High School 
Brookline, 02146 

» 

j 

i 

. ‘ 

! 



Mrs. S.B. Herrington 
20 Montpelier Road 
Dorchester, 02121 



Mr. James E. Clay 
15 School St. 
Boston, 02108 

Carolyn M. Boyd 
185 Bay State Road 
Boston, 02215 







236 . 
231 . 

w 

238 . 

239. 

• 240. 

241. 

242. 



EAST BOSTON SOCIAL CENTERS TUTORIAL 
PROGRAM 



ECUMENICAL CENTER TUTORIAL 
Founded in 1964 

Tutees: 60 

Tutors: 30 

Program Content: 40j6 Basic Education 

40j6 Academic Subjects 
Grade Level: Primary through Adult 

Operating Period: All Year 

Some Parental Involvement 

ELIOT CHURCH TUTORIAL PROGRAM 



ELIZABETH PEABODY HOUSE TUTORING PROGRAM 
Founded in 1965 

Tutees: 38 

Tutors: 38 

Program Content: 90j6 Basic Education 

Grade Level: Elementary 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 

GREATER LAWRENCE GUIDANCE CENTER 
COMMUNITY SERVICE PROGRAM 
Founded in 1964 

Tutees: 55 (White) 

Tutors: 22 

Program Content: 20^ Basic Education 

20^ Academic Subjects 
Grade Level: Undetermined 

Operating Period: All Year 

HARRIET TUBMAN TUTORIAL 



HOLYOKE TUTORIAL PROJECT 
Founded in 1963 

Tutees: 125 

Tutors: 38 

Program Content: Basi^ Education 

Grade Level: Primary through Senior High 

Operating Period: Academic Year Only 



John A. Bresham 
68 Central Square 
East Boston 

John T. Rutland 
75 Cravford St. 
Roxbury, 02119 



Rev. Prentis Moore 
120 V/alnut Ave. 
Roxbury, 02119 

Mrs. Sylvia Eleban 
93 Broadway 
Somerville, 02174 



Mrs. Anne U. Vargus 
217 Haverhill St. 
Lawrence , 01840 



Sandra K. Anderson 
25-26 Holyoke St. 
Boston, 02116 

Judith Gail Rosen 
Moimt Holyoke College 
Shadley, 01075 
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243. 

244. 

245. 

246. 

247. 

248. 



HUNTINGTON AVENUE TMCA TUTORIAL PROGRAM 
Founded in 1963 

Tutees: 78 

Tutors: 48 

Program Content: 96^ Basic Education 

Grade Level: Primary through Adult 

Operating Period: All Year 

Regular Evaluation and Research 
Substantial Parental Involvement 

JA^LAICA PLAIN APAC TUTORIAL 
Founded in 1965 

Tutees: 105 (65 Negro, 35 White, 

5 Spanish Speaking) 

Tutors: 75 

Program Content: 65^ Basic Education 

Grade Level: Primary through Senior High 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 

MASCONOMET REGIONAL HIGH SCHOOL 



MASTER TUTOR TRAINING PROJECT 
Foimded in 1966 

Tutees: Undetermined 

Tutors: Undetermined 

Program Content: 85^ Basic Education 

Grade Level: Undetermined 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 

NEWTON COMMUNITY CENTER, INC. 



NORTHERN EDUCATIONAL SERVICE 

Tutees: 6l4 (485 Negro, 96 White, 

33 Spanish Speaking) 

Tutors: 67I 

Program Content: 85^ Basic Education 

Grade Level: Grade 4-6 through Adult 

Operating Period: All Year 

Regular Evaluation and Research 
Substantial Parental Involvement 



James M. Magee 
316 Himtington Ave. 
Boston, 02115 



Ralph Pred 
30 Bickford St. 
Boston, 02130 



Mr. George C. Vlahos 
Masconomet Regional 
High School 

R.F.D. 

Topsfield, 01983 

James E. Clay 
Commonwealth Service 
Corps 

15 School St. 

Boston, 02108 



Anthony J. Bibbo 
429 Cherry St. 

West Newton, 02165 

Andrew H. Griffin, Jr. 
31 W’estminster St. 
Springfield, 01109 
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249. OEEMTION EXODUS 



" 250. PHILLIPS BROOKS HOUSE TUTORS COMMITTEE 

Founded in 1966 

^ Tutees: 350 (250 White, 100 Negro) 

Tutors: 350 

Program Content: 50^ Basic Education 

50^ Academic Subjects 
Grade Level: Primary through Adult 

Operating Period: Academic Year Only 

Some Parental Involvement 
Annual Evaluation and Research 



Mrs. Gwenna Cummings 
378 Blue Hill Ave. 
Roxbury, 02121 

Paul W. Sugarman 
Harvard University 
Cambridge, 02138 



251. PROJECT FOR ADULT LITERACY 



252. ROXBURY EDUCATION PROGRAM 
Founded in 1963 

Tut . : 800 (750 Negro, 50 White) 

Tuttx's: 110 

Program Content: 60^ Creative Projects 

20^ Basic Education 
20^ Special Subjects 
Grade Level: Elementary 

Operating Period: Academic Year Only 

Some Parental Involvement 



Mrs. Annette B. Krebs 
Massachusetts Council 
for Public Schools 
120 Boylston St. 
Boston, 02116 

Charles Jackson , 

Doug Banik 

Phillips Brooks House 
Harvard University 
Cambridge, 02138 



253 . ROXBURY-NORTH DORCHESTER A . P . A . C . 
TUTORIAL PROJECT 

254. ROXBURY TUTORIAL PROGRAM 



Marilyn C. Cave 
2249-51 Washington St. 
Roxbury 

Mrs. Roselyn Scott 
401 Warren St. 

Roxbury, 02119 



255. SAINT ANN'S TUTORIAL PROGRAM Neil Allen 

Founded in 1963 7 Leland St. 

Dorchester, 02125 

Tutees: 135 (l20 Negro, 10 Spanish 

Speaking, 5 White) 

Tutors : 100 

Program Content: 50^ Basic Education 

25^ Community Activities 
Grade Level: Primary through Adult 

Operating Period: All Year 

Some Parental Involvement 
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SAINT JMES AFTER SCHOOL PROGRAM 



SAINT JOHN TUTORIAL PROGRAM 



SELF HELP VOLUNTEER TUTORIAL PROGRAM 
Founded in 1965 

Tutees: 138 

Tutors: 90 

Program Content: 70^ Basic Education 

25^ Academic Subjects 
Grade Level: Grade 4-6 through Adult 

Operating Period: Academic Year Only 

Some Parental Involvement 

SHEFFIELD PROJECTS STUDY CENTER 
Founded in 1965 

Tutees: 15 (7 White, 5 Negro, 2 Spanish 

Spewing, 1 Other) 

Tutors: 8 

Program Content: 60^ Basic Literacy for 

Adults 

20^ Creative Projects 
Grade Level: Senior High and High School 

Drop Out 

Operating Period: All Year 

Some Parental Involvement 

SOCIAL SERVICE COMMITTEE 
Founded in 1967 

Tutees: 4 

Tutors: 4 

Program Content: 99^ Basic Education 

Grade Level: Grade 4-6 and Junior High 

Operating Period: Academic Year Only 

SOUTH END NEIGHBORHOOD ACTION PROGRAM, INC. 



TEACHER AIDE PROGRAM 

Founded in 1966 



Tutees: 
Tutors : 
Program 



Undetermined 

23 

Content: 50^ 



Academic Subjects 
Basic Education 



Miss Pauline Phelps 
11 Akron St. 
Roxbury, 02119 

Helen Morrison 
1252 Tremont St. 
Roxbury, 02120 

Judith Sacks 
6 Alandale Ave. 
Brockton, 02401 



Roy Hanson 
Box 131 

Sheffield, 01257 



Harriet Lifshotz 
100 Beacon St. 
Boston, 02116 



Joan Whitaker 

109 West Brookline St. 

Boston, 02118 

Phillip Saperia 
Brandeis University 
Waltham, 02154 
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Grade Level: Primary through Senior High 

Operating Period: Academic Tfear Only 

Regular Evaluation and Research 

TUTORING PLUS 



Ul^ICOM 

Founded in 1965 

Tutees: 70 

Tutors : 70 

Program Content: 50j6 Basic Education 

44j6 Academic Subjects 
Grade Level: Pre School through Adult 

Operating Period: All Year 

Regular Evaluation and Research 
Substantial Parental Involvement 

VOLUNTEER SERVICE BUREAU 



WHITTIER STREET NEIGHBORHOOD SERVICE 
CENTER TUTORIAL PROJECT 

Tutees: 60 (50 Negro, 10 White) 

Tutors : 60 

Program Content: 80j6 Basic Education 

20J6 Community Activities 
Grade Level: Primary through College 

Operating Period: All Year 

Regular Evaluation and Research 
Substantial Parental Involvement 

WORCESTER BOYS’ CLUB TUTORIAL PROGRAM 



WORCESTER COMMUNITY ACTION COUNCIL 



Rock McCulloch 
183 Harvard St. 
Cambridge 

Laurel Willis 
156 Blli 

Northeastern Univ. 
Boston, 02115 



Miss Edith G. De 
Angelis 

State College at Boston 
625 Himtington Ave. 
Boston, 02115 

Elaine D. Firmin 
25 Whittier St. 

Boston, 02120 



P. Robert Willey 
Worcester Boys ’ Club 
Lincoln Square 
Clubhouse 
Worcester, OI 605 

John Degnan 
340 Main St. 
Worcester 
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ADRIAN ACADEMIC AID PROGRAM-ADEIAN COLLEGE 
TUTORIAL SERVICES 

Founded in 19^7 



Tutees : 



Tutors : 



122 (103 White, I 6 Spanish 
Speaking, 3 Negro) 

27 



Program Content! 80^ Basic Education 

20 ^ Vocational Courses 
Grade Level: Primary through Junior High 

Operating Period: Academic Year Onlj 

Regular Evaluation and Research 

270 . ALPENA COMMUNITY COLLEGE TUTORIAL PROGRAM 



271 . ANN ARBOR COMMUNITY CENTER STUDY PROGRAM 
Founded in 1964 

Tutees: 20 ( 18 Negro, 2 White) 

Tutors: 20 

Program Content: 99^ Basic Education 

Grade Level: Primary through High School 

Drop Out 

Operating Period: All Year 

Some Parental Involvement 



John Blight 
Education Department 
Adrian College 
Adrian, 49221 



Mr. Thomas Ritter 
Director of Student 
Affairs 

Alpena Community 
College 
Alpena 

Margaret Ahelman 
625 N. Main St. 

Ann Arbor, 48104 



272. AQUINAS VOLUNTEERS 



273 . ARCHDIOCESAN OPPORTUNITY PROGRAM 



274 . CAMPUS COMMUNITY COMMISSION 
Founded in 1965 

Tutees: Undetermined 

Tutors: I 6 

Program Content: 70^ Community Activities 

Grade Level: Primary through High School 

Drop Out 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 



Mr. Fred Farrer 
Aquinas College 
Grand Rapids 

Miss Nan Mitchell 
2140 E. Canfield 
Detroit, 48207 

27 Student Services 
Building 

Michigan State Univ. 
East Lansing, 48823 
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275. CAMPUS SERVICE CORPS AT EASTERN 
MICHIGAN UNIVERSITY 

Founded in 1964 

Tutees: 400 

Tutors : 300 

Program Content: 35j6 Creative Projects 

30 ^ Basic Education 
25J6 Academic Subjects 
Grade Level: Primary through Senior High 

Operating Period: All Year 

Regular Evaluation and Research 
Substantial Parental Involvement 

276 . CAMPUS VOLUNTEER SERVICE PROGRAM 



277. CHIPPEWA BIG BROTHER-BIG SISTER 
Pounded in 1965 

Tutees: 30 

Tutors: 6 

Program Content: Undetermined 

Grade Level: College 

Operating Period: Academic Year Only 

Some Parental Involvement 



Charles A. Bentley 
Starkweather Hall, 
Eastern Michigan Univ. 
Ypsilanti ,48197 



Miss Dorothy Ozog 
14221 Levan 
Madonna College 
Livonia, 48150 

A.A. Carlson 
Central Michigan Univ. 
Mt. Pleasant 



278. COLLEGE VOLUNTEER CORPS 



Mrs. Margaret Freeman 
Flint Community Junior 
College 

138 Curtis Building 
Flint 



279 . COMPANIONS IN EDUCATION 



279 a. community SERVICE PROGRAMS 



Dr. Robert Roman 
Delta College 
University Center 

Mr. William Munsell 
Lake Superior State 
College 

Sault Sainte Marie 



280, DETROIT PUBLIC SCHOOLS - SCHOOL 
VOLUNTEER SERVICE 



Mrs. Aileen Selick 
1330 Schools Center 
Bldg, 

5057 Woodward Avenue 
Detroit, 48202 
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HIGHER HORIZONS 



JACKSON COMMUNITY COLLEGE TUTORIAL PROGRAM 



KALAMAZOO '^UlORIAL PROJECT 



KINDLING INTELLECTUAL DESIRE IN STUDENTS 
Founded in 1964 

Tutees: 200 

Tutors: 112 

Program Content; 70^ Basic Education 

25^ Academic Subjects 
Grade Level; Pre School through High 
School Drop Out 

Operating Period; Academic Year Only- 
Regular Evaluation and Research 
Some Parental Involvement 

LAKE MICHIGAN COLLEGE TUTORIAL PROGRAM 



LEND-A-HAND TUTORIAL . 

Founded in 1967 

Tutees ; 45 

Tutors; 56 

Program Content; 80^ Basic Education 
Grade Level; Primary through Junior High 
Operating Period; Academic Year Only 
Regular Evat^’ation and Research 

MARYGROYE COLLEGE SOCIAL ACTION COUNCIL 



NAZARETH COLLEGE TUTORIAL PROGRAM 



NORTH SIDE TUTORIAL PROGRAM 
Founded in I 963 



Mr. Bruce Struik 
Hope College 
Holland, 49423 



Mrs. L.F. Zimmerman 
5651 North Shore Drive 
Clark Lake 

Miss Paula McKenna 
Western Michigan Univ. 
Kalamazoo 

Ronald G. Bode and 
Dale Laninga 
1331 Franklin St, 

Grand Rapids, 49506 



Dr. Walter Bro-we 
Dean of Students 
Lake Michigan College 
Benton Harbor 

John Ash 

Oakland Community 
College 
Union Lake 



Miss Nancy Alaria 
Box 61 

Marygrove College 
Detroit, 48221 

Mr. James Keating 
Counseling Department 
Nazareth College 
Nazareth 

Tara Healy 
Kalamazoo College 
Kalamazoo, 49001 
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Tutees: 36O 

Tutors: 3OO 

Program Content: 78^ Basie Education 

22^ Creative Projects 
Grade Level: Grade 4-6 

Operating Period: All Year 

NORTHEBN MICHIGAN UNIVERSITY TUTORIAL 
IROGRAM 



"OPEN DOOR" 

Foimded in 196? 

Tutees: 72 (White) 

Tutors: 24 

Program Content: 99J^ Vocational Courses 

Grade Level: Undetermined 

Operating Period: All Year 

OUTREACH 

Pounded in 1963 

Tutees: 160 (l25 Negro, 35 White) 

Tutors: I60 

Program Content: 60j6 Basic Education 

20^ Creative Projects 
20,^ Comraunity Activities 
Grade Level: Elementary 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 

PENEP (PEOPLE NEED PEOPLE) 

Founded in 1964 

Tutees : Undetermined 

Tutors: 30 

Program Content: 99^ Basic Education 

Grade Level: Undetermined 

Operating Period: Academic Year Only 

Some Parent*! Involvement 

PONTIAC-OAKMl® EDUCATIONAL ASSISTANCE 
TEAM 

Foxuided in 1965 

Tutees: 100 (lOO Negro, 8 Spanish 

Speaking, 2 White) 

Tutors: 90 

Progxam Content: 65^ Bas’c Education 

30^ Academic Subjects 



Mr. Lowell G. Kafer 
Associate Dean of 
Students 

Northern Michigan Univ. 
Marquette , 49855 

Charles A. Waller 
6059 Hartwell 
Dearborn, 48126 



Salomon Cytrynbaum 
Department of Psy- 
chology 

University of Michigan 
Haven Hall 
Ann Arbor 



S. Caroline Mary 
8200 W. Outer Drive 
Detroit, 48219 



David C. Bricker 
Oakland University 
Rochester, 48063 
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Grade Level: Elementary- 

Operating Period: Academic Year Only 

295 . SAGINAW VALLEY COLLEGE TUTORIAL PROGRAM Mr. Mark Peele 

1707 Sylvan Lane 
Midland 



296. 



SIENA HEIGHTS-ADRIAN COLLEGE TUTORIAL Sister Hilda Marie 

PROGRAM o.P. 



Founded in 1967 Siena Heights College 

Adrian, 49221 

Tutees: 100 (75 White, 15 Spanish Speaking, 

10 White) 

Tutors : 25 

Program Content: 99 ^ Basic Education 

Grade Level: Elementary 

Operating Period: All Year 



297 . STARR COMMONWEALTH PROGRAM 



Dr. Joseph Washington 
Dean of the Chapel 
Albion College 
Albion 



298. STUDENT ACTION COMMUNITY 



Miss Alice Swanger 
Box 449 

Spring Arbor College 
Spring Arbor 



299 . STUDENT EDUCATION CORPS 

Founded in 1963 

Tutees: 5000 (2,500 White, 1,000 Negro, 

800 0-ther, 7 OO Spanish Speaking) 
Tutors: 1,488 

Program Content: 37 ^ Basic Education 

30 ^ Academic Subjects 
Grade Level: Pre School through Adult 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 



James R. Tanck 
325 Student Services 
Bldg. 

Michigan State Univ. 
East Lansing, 48823 



300 . STUDENT EDUCATION CORPS 

Founded in 1963 

Tutees: 45 (White) 

Tutors: 45 

Program Content: 60 ^ Basic Education 

40^ Academic Subjects 
Grade Level: Junior High and Senior High 

Operating Period: Academic Year Only 



Ed-ward G. Dzierwa 
Mich. Technological 
University 
Houghton, 49931 



301 . STUDENT EDUCATION PROJECT 
Founded in 1965 



Lawrence E, Klein 
3 O 8 Stud. Serv. Bldg. 
East Lansing, 48823 
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Tutees: 48 (Negro) 

Tutors; 29 

Program Content: 90^ Academic Subjects 

, Grade Level; College 

Operating Period; Summers Only 
Regular Evaluation and Research 

* 302. TUTORIAL AND CULTURAL RELATIONS PROJECT Richard Sleet 

Founded in 1962 2547 Student Activities 

Building 

Tutees; 230 (45 White, 185 Negro) Ann Arbor, 48104 

Tutors; 230 

Program Content; 65^ Basic Education 
Grade Level; Pre School through Senior High 
Operating Period; All Year 
Regular Evaluation and Research 
Some Parental Involvement 



303 . TUTORIAL AND RECREATIONAL PROGRAM Miss Cindy Verseput 

Grand Valley State 
College 

College Landing 
Allendale, 49401 
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UMFC STUDENT VOLUNTEERS 

Founded in 196? 

Tutees; 30 
Tutors; 12 

Program Content; 55^ Basic Education 

25 ^ .Community Activities 
20^ Academic Subjects 
Grade Level; Grade 4-6 
Operating Period; Academic Year Only 



Linda M. Reisig 
Univ. of Michigan at 
Flint 
Flint 



305 . CENTRAL NEIGHBORHOOD COMMUNITY CENTER 

306 . DAYTON AVENUE MOTIVATIONAL TUTORIAL 
PROGRAM 



MINNESOTA 



Maureen Erkenbrack 
215 N. Third Ave. West 
Duluth, 55802 

Barbara Woodall 
Macalester College 
St. Paul 



307 . FOND DU LAC COMMUNITY ACTION PROGRAM 
Founded in 1965 

Tutees; 75 ( Other) 

Tutors; 10 



Ed Pelerin 
Route 3) Box 16 
Cloquet, 55720 
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Px’ogram Content; 99^ Basic Education 
Grade Level; Elememtary and Junior High 
Operating Period; Academic Year Only 

308. GRAM) POHTAGE RESERVATION 2TUDY HALL Grand Portage Reserva- 

tion 

Grand Portage 

309. ONE-TO-ONE HOMEWORK HELP PROGRAM John E. Martinson 

Founded in 1963 2215 Park Ave. South 

Minneapolis, 55404 

Tutors; 32 (31 White, 1 Negro) 

Tutees; 32 

Grade Level; Jimior High 
Operating Period; Academic Year Only 
Regular Evaluation and Research 
Some Parental Involvement 



310. PROJECT MOTIVATION Douglas Britton 

Founded in 1964 1425 University S.E. 

Minneapolis, 55414 

Tutors; 110 
Tutees; 110 

Program Content; 70^ Community Activities 
Grade Level; Grade 3-6 
Operating Period; Academic Year Only 
Regular Evaluation and Research 
Some Parental Involvement 



311. PROJECT SHARE (SAINT CLOUD STATE COLLEGE) Judith Ann O'Keefe 

912 5th Ave. South 
St. Cloud, 56301 

312. SAINT OLAF COLLEGE TUTORIAL PROJECT Peter Mark 

Manitou Hill 
Northfield 



MI^ISSIPPI 



313. BELOIT TUTORING CENTER IN MISSISSIPPI Jean Fyie 

Founded in 1966 Box 581 

Cleveland, 38732 

Tutees: 100 

Tutors: 5 

Program Content; 50^ Basic Education 
Grade Level; Primary through Junior 
High and Adult 
Operating Period; All Year 
Some Parental Involvement 
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314. STUDENT EDUCATION PROJECT (STEP) 

A program of assistance to Rust College 
(Holly Springs, Miss.) by students and 
faculty from Michigan State University. 
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315. AUXVASSE VOLUNTARY IMPROVEMENT PROGRAM 

Founded in 1967 

Tutees: 6 (5 White, 1 Negro) 

Tutors; 2 

Program Content; 90^ Basic Literacy 

for Adults 

Grade Level; High School Drop Out 
Operating Period; All Year 

316. BOONE COUNTY VOLUNTARY IMPROVEMENT 
PROGRAM 

Founded in I966 

Tutees; 20 (l7 Negro, 3 White) 

Tutors; 11 

Program Content; 90^ Basic Literacy for 

Adults 

Grade Level; High School Drop Out and 
Adult 

Operating Period; All Year 

317. CAROLINE MISSION VIP 



318. EDUCATION IN ACTION 



319. FULTON VOLUNTARY IMPROVEMENT PROGRAM 
Founded in 1967 

Tutees; 30 (21 Negro, 9 V/hite) 

Tutors; 4 

Program Content; 90^ Basic Literacy for 

Adults 

Grade Level; High School Drop Out and 
Adult 

Operating Period; Academic Year Only 







See Michigan Section 
for STEP listing 



MISSOURI : 



Beverly Nelson 
Route 54 
Auxvasse, 65231 



Beverly Nelson 

Parke & Recreation Bldg 

Columbia, 65201 



John J. Grim 
1823 Hickory 
St. Louis, 63104 

Elaine Riesenberg 
Student Activities 
Bldg. 

Washington Univ. 
St. Louis, 63130 

Beverly Nelson 
Court St. 

Methodist Church 
Pulton 65251 
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320. GRACE-HILL HOUSE VIP 



321. GREELEY REMEDIAL READING PROGRAM 

Founded in 1963 

Tutees: 20 (17 Negro, 3 White) 

Tutors: 7 

Program Content; 99/^ Basic Education 
Grade Level: Grade 4-6 and Junior High 

Operating Period: All Year 

322. HOLY ANGELS VIP 

Founded in 1964 

Tutees: 65 (Negro) 

Tutors; 34 

Program Content: 90^ Basic Education 

Grade Level: High School Drop Out and 

Adult 

Operating Period: All Year 

323. JEFFERSON CITY VOLUNTARY IMPROVEMENT 
PROGRAM 

Founded in 1967 

Tutees: 11 (9 White , 1 Negro, 1 Spanish 

Speaking) 

Tutors: 4 

Program Content: 90^ Basic Literacy for 

Adults 

Grade Level: High School Drop Out 

Operating Period: All Year 

324. KINGDOM HOUSE, VIP 



325. LINDENWOOD TUTORIAL PROJECT 

Founded in 1966 

Tutees; 105 (lOO White, 3 Negro, 2 Spanish 
Speaking) 

Tutors: 105 

Program Content: 99^ Basic Education 

Grade Level: Elementary 

Operating Period: Academic Year Only 

Some Parental Involvement 

326. NEIGHBORHOOD YOUTH CORPS EARN AND LEARN 
PROGRAM 



George Ebert, Jr. 
2600 Hadley St. 

St. Louis, 63106 

Ichiro Matsuda 
2240 St. Louis Ave. 
St. Louis, 63106 



Rev. Charles Forst 
8122 Scott Ave. 
Kinloch, 63140 



Beverly Nelson 
Lincoln Univ. Library 
Jefferson City, 65101 



Mr. Lee Deering 
1102 Morrison Ave. 
St. Louis, 63104 

Roberta Langenberg 
Lindenwood College 
St. Charles, 63301 



Margaret Berry 
415 Pine St., Rra 200 
St. Louis, 63102 
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327. NORTHS IDE AGENCIES EOR COMMUNITY DEVELOP- 
>ffiNT TUTORIAL 

328. NORTHSIDE EDUCATION UNLIMITED VIP 



329 . OSAGE COLWY VOLUNTARY IMPROVEMENT PROGRAM 

Founded in I 967 

Tutees: 15 (White) 

Tutors : 4 

Program Content: 90^ Basic Literacy for 

Adults 

Grade Level: High School Drop Out 

Operating Period: All Year 

330 . PRI-]SBYTERIAN EDUCATIONAL SERVICES 

Founded in 1962 

Tutees: 300 

Tutors: 300 

Program Content: 50^ Basic Education 

35/^ Basic Literacy for 
Adults 

Grade Level: Pre School, Grade 4-6 through 

High School Drop Out 
Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 

331 . PRUITT-IGOE HEADSTART VIP CENTER 



332 . ROBERTSON VIP 



333. SAINT BARBiVRA'S VIP 



334 . SAINT BRIDGET'S CHURCH VOLIMDARY IMPROVE- 
MENT PROGRAM 

Founded in 1964 

Tutees: 400 ( 3 OO Negro, lOO White) 

Tutors: 200 

Program Content: 90^ Basic Literacy for 

Adults 

Grade Level: High School Drop Out and 

Adult 




Miss Marty Stouffer 
2350 Benton Street 
St. Louis 

Mr. William McRoherts 
2240 St. Louis A' 

St. Louis, 63106 

Beverly Nelson 
Linn High School 
Linn, 65051 



Mrs. Deliah B. Leake 
2236 Tower Grove 
St. Louis, 63 IIO 



Patricia Barrett 
2141 Division #101 
St. Louis, 63106 

Mr. Charles Cobb 
440 Hall Ave. 
Hazelwood, 63147 

Mrs. Juanita Martin 
1371 Hamilton Ave. 

St. Louis, 63 II 2 

Rev. John A. Shocklee 
2401 Carr Street 
St. Louis, 63106 
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Operating Period; All Year 
Begular Evaluation and Research 

SAIM' EDWARD'S VTP 



SAINT FRANCIS XAVIER VIP 



SAINT LOUIS COLORED WOMEN'S CLUB TUTORING 
CENTER VIP 

SAINT LOUIS MEDIUM SECURITY INSTITUTION VIP 



SAINT NICHOLAS VIP 



SAINT PATRICK'S VIP 



SAINT PAUL'S VIP 



SAINT STEPHEN'S VIP 



SAINT TERESA'S VIP 



SKINKER DE BALILLIER VOLUNTARY IMPROVEI-IENT 
PROGRAM 

Founded in 1966 

Tutees; 154 (l 50 Negro, 3 White, 1 Other) 
Tutors; 50 

Program Content; 50^6 Basic Education 

30 j 6 Basic Literacy for 
Adults 

Grade Level; High School Drop Out and 
Adult 

Operating Period; All Year 
Regular Evaluation and Research 
Some Parental Involvement 



Mr, Thomas Thacker 
5626 Maffitt Ave. 

St. Louis, 63112 

Mr. Roy Cheatham 
Grand & Linde 11 Blvd, 
St. Louii, 63IO8 

Mrs. Virginia Gilbert 
5029 Cahanne Ave, 

St, Louis, 63112 

Mr. Robert Jacox 
7600 Hall Street 
Hazelwood, 63147 

Rev. A, Jerome 
701 North 18 th 
St, Louis, 63106 

Mr, William McRoberts 
1207 North 6 th St. 

St, Louis, 63106 

Mrs. Juanita Martin 
1260 Hamilton Ave, 

St. Louis, 63112 

Mr, Lee Peering 
14 th & Park Streets 
St, Louis, 63110 

Miss Jane Flaherty 
3636 North Market St. 
St, Louis, 63113 

Jim L'Ecuyer 

5819 Westminister Place 

St, Louis, 63112 
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SOPHIA STUDY CENTER 



UNION-SAHAII VIP 



VANDAilA VOLUNTARY IMPROVEMENT PROGRAM 
Founded in I967 

Tutees: 22 (l 5 White, 7 Negro) 

Tutors; 3 

Program Content: 90 ,^ Basic Literacy for 

Adults 

Grade Level: High School Drop Out 

Operating Period; All Year 

VISITATION HOLY-GHOST VIP 



VOLUNTARY IMPROVEMENT PROGRAM OF ST. LOUIS 
Founded in 1904 

Tutees; 2400 (I8OO Negro, 6OO White) 
Tutors ; 935 

Program Content; 83fo Basic Literacy for 

Adults 

Grade Level; High School Drop Out and 
Adult 

Operating Period; All Year 

Note; This entry covers ajY VIP of St. 

Louis programs; the address is that 
of the central VIP office. See 
separate entries foi addresses of 
each VIP program. 

VOLUNTEER TUTORING PROGRAM 
Founded in I966 

Tutees: 684 (526 Negro, 141 White, 17 

Spanish Speaking) 

Tutors ; 286 

Program Content; 99^ Basic Literacy for 

Adults 

Grade Level; High School Drop Out 
Operating Period; All Year 
Regular Evaluation and Research 

WEBSTER MULLANPHY CENTER 



Mr. Dennis O’Brien 
2327A Mullanphy St. 
St. Louis, 63106 

Mr. Ralph J. Flentgen 
4957 Delmar Street 
St. Louis, 63IO8 

Beverly Nelson 
800 South Linde 11 
Vandalia, 63382 



Mr. Thomas Thacker 
4515 Evans Street 
St. Louis, 63115 

James E. Wright 
1321 Clark Avenue 
St. Louis, 63103 



Sipter Rose Angela 
3901 Agnes Street 
Kansas City, 6413O 



Sister Therese Delich 
2249 Mullanphy Street 
St. Louis, 63106 



352. 3M0A TUTORIAL PROGRAM 

Founded in 1965 



Tutees: 60 

Tutors: 50 

Prograau Content: 30J^ Basic Literacy for 

Adults 

30^ Creative Projects 
20^ Community Activities 
Grade Level: Elementary 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 

353. YOUTH BASIC EDUCATION 



MONTANA; 



354. COLLEGE OP GREAT FALLS TUTORIAL PROGRAM 



355. FORT BELKNAP INDIAN RESERVATION TUTORING 
AND STUDY HALL PROGRAM 




356. DRESSLERVIIiLE INDIAN COLONY TUTORING AND 
STUDY HALL PROGRAM 



' NEVTH AMPSHIRE 



357. COLBY JUNIOR COLLEGE TUTORIAL PROGRAM 
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Randy Coffman 
211 Read Hall, Univ. 
■IMCA 

Columbia, 65201 



Jim King 

1026 Forest Ave. 

Kansas City, 64106 



Sister Helen Paula 
1301 20th St. South 
Great Falls, 59401 

Miss Cherie Hancox & 

Miss Gail Laudenslager 

VISTA'S 

Box 40 

Hays, 59527 



Mr. Hall Cook, VISTA 
General Delivery 
Gardnerville , 89410 



Christian Association 
Colby Junior College 
New London, 03257 
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358. COMMUNITY TUTORIAL PROGRAM Nancy J. Parker 

Founded in I967 CAP-City Hall 

Concord 

Tutees: 30 (White) 

Tutors: 18 

Program Content: 90^6 Basic Education 

Grade Level: Elementary and Junior High 

Operating Period: All Year 

Some Parenta,! Involvement 



359. MANCHESTER CAP (COMMUNITY ACTION PROGRAM) Francis MacDonald 
Founded in I966 967 Elm St. 

Manchester, O3IOI 

Tutees: 135 (90 White, 40 Other, 5 Negro) 

Tutors : 30 

Program Content: 50^ Academic Subjects 

50j6 Basic Education 

Grade Level: Elementary through Senior High 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 



360. SEACOAST COUNCIL ON RELIGION AND RACE 

(scorr) tutorial program 



Mrs. Thomas Dudley, Jr. 
32 Mill Road 
Durham, 03824 
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361. COLLEGE OF SAINT ELIZABETH TUTORIAL 
PROGRAM 




College of 
St. Elizabeth 
Convent Station 



362. COMMUNITY SERVICES, INC. TUTORIAL PROGRAM 



Rev. Dick Wood 
"South Park 

Presbyterian Church 
Newark 



363. CUMBERLAND COUNTY EXTENSION SERVICE Mr. Kenneth Pickett 

Founded in I966 County Court House 

Bridgeton, 08302 

Tutees: 16 

Tutor : 1 

Program Content: 99jS Basic Education 

Grade Level: Primary 

Operating Period: Academic Year Only 

Some Parental Involvement 
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364. DHEW TUTORIAL PROGRAM 

365 . FAIRLEIGH DICKINSON UNIVERSITY AT 
MADISON, TUTORIAL PROGRAMS 



366 . FAIRLEIGH DICKINSON UNIVERSITY AT 
RUTHERFORD, TUTORIAL PROGRAMS 



367 . GLASSBORO STATE COLLEGE TUTORIAL PROGRAM 



368 . HEADING CLUB 

Founded in 1965 

Tutees: 100 (85 Negro, 10 Spanish 

Speaking, 5 White) 

Tutors: 100 

Program Content: 99^ Basic Education 

Grade Level: Elementary 

Operating Period: All Year 

Some Parental Involvement 

369 . RUTGERS EDUCATIONAL ACTION PROGRAM (HEAP) 



i 

f 370 . SAINT PETER'S COLLEGE TUTORIAL PROGRAM 



371 . SATURDAY VOLUNTEER TUTORIAL 
Founded in 1964 

Tutees: 125 (68 Spanish Speaking, 

43 White, 14 Negro) 

Tutors: 70 

Program Content: 70^6 Basic Education 

Grade Level: Elementary 

Operating Period: Academic Year Only 

! 




! 




Drev University 
Madison, 07940 

Dr. Andre Meade 
Dept, of Education 
Fairleigh Dickinson 
TTniv. 

Madison 

Mr. Don Herdman 
Dean, College of 
Education 

Fairleigh Dickinson 
Univ. 

Rutherford 

Knute Schooner 
APO Fraternity 
Glassboro State 
College 
Glassboro 

Howard Smith 
225 Townsend St. 

New Brunswick, 08902 



REAP 

Rutgers Univ. 

Extension Div. 

New Brunswick 

St. Peter's College 
Jersey City, 07306 

Donald Pellicano 
916 Garden St. 
Hoboken, O 703 O 
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372. SOCIETY OF UNLIMITED LEAENING (SOUL) 



373. STUDENT COMMITTEE FOR ADVANCEMENT THROUGH 
EDUCATION (SCATE) 

374. TRENTON TUTORIAL PROJECT 

Founded in ,1962 

Tu-^.ees: 130 (Negro) 

Tutors: 90 

Program Content: 85^ Basic Education 

Grade Level: Primary through Adult 

Operating Period: Academic Year Only 

375. TRINITY TUTORIAL PROJECT 

Founded in 1961 

Tutees: 75 (71 Negro, 4 White) 

Tutors: 57 

Program Content: 80 ^ Basic Education 

Grade Level: Primary through Senior High 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 

376. THE TUTORIALS 

Founded in 1966 

Tutees: 23 (White) 

Tutors: 10 

Program Coxitent: 99j6 Academic Subjects 

Grade Level: Jimior and Senior High 

Operating Period: Academic Year Only 

377. WEST END SCHOOL TUTORIAL 



378. YOUTH CHANCE PROJECT 



Dr. Philip Ciofarri 
Paterson State College 
Wayne 

College Center 
Newark State College 
Union, 07083 

Alex Sussman 
Mur ray-D edge Hall 
Princeton, 08540 



Rev. Joseph Helle, Jr. 
581 Clinton Ave. 
Newark, 07108 



James F. Deitrick 
Park Ave. 

Park Ridge, 07656 



Milton Gottlieb 
West End School 
North Plainfield 

Msgr. Joseph A. Dooling 
Mount Carmel Guild 
99 Central Ave. 

Newark, 07102 



64 



379. ALBUQUERQUE TUTORING COUNCIL 

Founded in 1964 

Tutees: 1028 (653 Spanish Speaking, l62 

Negro, 151 White, 62 Other) 
Tutors: 835 

Program Content: 85^ Basic Education 

Grade Level: Elementary through Senior 

High and Adult 
Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 

380. EDUCATIONAL SERVICE CENTER 



381. MESCALERO RESERVATION TUTORIAL PROGRAM 




Joseph S. Willis 
131 10th St. S.W. 
Room 305 

Albuquerque, 87102 



Mr. Dennis Kane 
120 Vassar S.E. 
Albuquerque 

Wheeler Gayton 
Apache Tribe of the 
Mescalero Resesrvation 
Mescalero 



NEW YORK 



Rev. James T. Sugrue 
47 East 129th Street 
New York, 10035 



382. ALL SAINTS TUTORIAL SERVICE 
Founded in 1964 

Tutees: 300 (250 Negro, 50 Spanish Speak- 

ing) 

Tutors: 50 

Program Content: 99^ Basic Education 

Grade Level: Elementary through Senior 

High and Adult 
Operating Period: All Year 

Some Parental Involvement 



383. BROOKLYN COLLEGE VOLUNTEER TUTORING PROGRAM Prof. Irene Vite 

Bedford Ave. & Ave. H 

Tutees: 50 (47 Spanish Speaking, 3 Negro) Brooklyn, 11210 

Tutors: 50 

Program Content: 45^ Basic Education 

45^ Creative Projects 

Grade Level: Elementary 

Operating Period: Academic Year Only 

65 
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Regular Evaluation and Research 
Some Parental Involvement 

384. BRONX RIVER NEIGHBORHOOD CENTERS, INC. Bernadette B. Stenzel 

Founded in I 967 l6l9 East 174th St. 

Bronx, 10472 

Tutees: 90 (38 Negro, 36 Spanish Speaking, 

16 \^ite) 

Tutors: 14 

Program Content: 955^ Basic Education 

Grade Level: Elementary through Senior High 

Operating Period: All Tear 

Regular Evalua ion and Research 
Some Parental xnvolvement 



385. CASITA MARIA TUTORIAL PROJECT - READING 
PROGRAM 

Founded in 1962 



Kenneth Yolla 
928 Simpson Street 
Bronx, 1045' 



Tutees: 85 (50 Spanish Speaking, 20 Negro, 

15 White) 

'Tutors: 120 

Program Content: 98^ Basic Education 

Grade Level: Elementary through Senior High 



Operating Period: Academic Year Only 

Some Parental Involvement 



386. CENTRAL BROOKLYN NEIGHBORHOOD COLLEGE 



Dave Lee 

21 St. James Place 
New York, 11205 



387. 



CHURCH 01 THE COMFORTER READING IMPROVEMENT Zepherine R. Marshall 
program 279 East 162 nd Street 

Founded in 1966 Bronx, 10451 



Tutees: 150 (75 Negro, 50 White, 25 Spanish 

Speaking) 

Tutors: 20 

Program Content: 67^ Basic Education 

33^ Basic Literacy for 
Adults 

Grade Level: Junior High through College 

and Adult 

Operating Period: All Year 

Regular Evaluation and Research 
Substantial Parental Involvement 



388. COLGATE UNIVERSITY TUTORIAL PROJECT 



Richard Allen 
c/o Steve Ellis 
Box 776 

Colgate University 
Hamilton, 13346 



I 
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389. COLIiEGE DISCOVERY AND DEVELOPMENT PROGRAM Lawrence Brody 

Founded in I 965 33 West 42nd Street 

New York, IOO 36 

Tutees: 1000 

Tutors; 400 

Program Content; 70j6 Academic Subjects 

2^ Basic Education 
Grade Level; Senior High 
Operating Period; Academic Year Only 
Regular Evaluation and Research 
Some Parental Involvement 



390 . COLLEGE OF NEW ROCHELLE COMMUNITY SERVICE 
PROGRAM 



Miss Martha Roberge 
College of New Rochelle 
New Rochelle, 10805 



391 . COLUMBIA COLLEGE CITIZENSHIP COUNCIL Jay Dobkin 

311 Ferris Booth Hall 

Note; The "Cit Council" sponsors several Columbia University 
programs; see separate listings for; New York, 10027 
COLUMBIA HONORS PROGRAM, EAST HARLEM 
AREA COMMITTEE, HARLEM EDUCATION 
PROGRAM, PROGRAM TO ACTIVATE COMMU- 
NITY TALENT, PROJECT DOUBLE DISCOV- 
ERY, STUDENT EDUCATIONAL EXCHANGE 
ROUNDTABLE, STUDY CLUBS. 



392 . COLUMBIA HONORS PROGRAM Thomas Kramer 

Colmbia College Cit, 
Council 

311 Ferris Booth Hall 
Columbia University 
New York, 10027 



393. 



COMMUNITY AID CORPS 

Founded in 1965 

Tutees; 150 
Tutors ; 100 

Program Content; 50j6 Academic Subjects 

3 OJ 6 Basic Education 

Grade Level; Elementary through Senior 
and Adult 

Operating Period; All Year 
Regular Evaluation and Research 



Miss Tracy Cottone 
215 Norton Hall 
Main Street 
SUNY at Buffalo 
Buffalo, 14214 



High 



’ 394. 



COMMUNITY OPPORTUNITY CENTER OF THE TARRY- 
TOMS 

Founded in 1966 



Alyce Coqueran 
131 Wildey Street 
Tarrytown, 10591 



Tutees; 33 (20 Negro, 8 White, 5 Spanish 
Speaking) 

Tutors ; 10 
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Program Content: 99^ Basic Education 

Grade Level: Elementary 

Operating Period: Academic Year Only 

Some Parental Involvement 



395. COMMUNITY AND UNIVEBSITY SERVICES TO EDUCA- Rev. John Sveeney 

TION (cause) St. John’s University 

Grand Central Parkway 
& Utopia 
Jamaica, 11432 

396. COMPREHENSIVE YOUTH PROGRAM - LAWTON NEIGH- Gladys M. Cerrina 

BORHOOD CENTER 23 Lavton Street 

Founded in 1966 New Rochelle, 10801 

Tutees: 70 

Tutors: 35 

Program Content: 90^ Academic Subjects 

Grade Level: Junior High through High 

School Drop Out 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 



397. CORRECTIVE READING PROGRAM OF SOUTH BROOK- Miss Rita Link 

LYN NEIGHBORHOOD HOUSES 62 Joralemon Street 

Founded in 1963 Brooklyn, 11201 

Tutees: 21 (l4 Spanish Speaking, 5 White, 

2 Negro) 

Tutors: 21 

Program Content: 40j6 Vocational Courses 

20^ Basic Education 
20^ Creative Projects 
20j6 Community Activities 
Grade Level: Elementary and Junior High 

Operating Period'; Academic Year Only 
Regular Evaluation and Research 
Some Parental Involvement 



398. 



EAST HARLEM .AREA COMMITTEE 
Founded in 1965 

Tutees: 100 (50 Spanish Speaking, 45 

Negro, 5 White) 

Tutors: 102 

Program Content: 85^ Basic Education 

Grade Level: Elementary through Senior 

Operating Period: Academic Year Only 

Regular Evaluation and Research 



Tom Hazen 

311 Ferris Booth Hall 
Columbia University 
New York, 10027 



High 



399. EAST HARLEM PROTESTANT PARISH READING PRO- 
GRAM AND TUTORIAL PROGRAM 



Faye Edwards 
2050 Second Avenue 
New York, 10029 
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Founded in 1958 

Tutees; I30 
Tutors; 175 

Program Content; 85^ Basic Education 
Grade Level; Elementary through Senior High 
Operating Period; All Year 
Substantial Parental Involvement 



400. EAST HARLEM TUTORING PROGRAM 
Founded in I963 

Tutees; 120 (70 Spanish Speaking, 50 Negro) 
Tutors; 120 

Program Content; 99^6 Badic Education 
Grade Level; Elementary through Senior High 
Operating Period; All Year 
Some Parental Involvement 



Tony Ward 

94 East 111th Street 
New York, 10029 



401. EDUCATIONAL ALLIANCE TUTORIAL PROGRAM 

402. EDUCATIONAL ENRICHMENT PR0GR\M FOREST 
NEIGHBORHOOD HOUSES 



Robert Aievoli 
197 East Bi^oadway 
New York, 10002 

Mrs. Annie S. Parker 
955 Tint on Ave. 
Bronx, 10456 



403. ELMENDOHF READING IMPROVEMENT AND STUDY 
CENTER 

Founded in I963 



Mrs. Lillian Wilkins 
171 Liist j.21th Street 
New York, IOO35 



Tutees; 62 
Tutors; 55 

Program Content; 90jS Basic Education 
Grade Le/el; Elementary through Senior High 
Operating Period; All Year 
Regular Evaluation and Research 
Some Parental Involvement 



404. FAMILY LEARNING CENTER 



- 405. FILM CLUB 



Mr. 0. H. Laster 
Action for a Better 
Community, Inc. 

244 Plymouth Ave. So. 
Rochester, 14608 

Mr. Loger Larson 
11 Rivington Street. 
New York 



* 406. FIVE TOWNS COMMUNITY HOUSE TUTORIAL 

SERVICES 

Tutees; 57 (45 Negro, 12 White) 
Tutors; 52 



Louis W. Cherry 
270 Lawrence Ave. 
Lawrence, 11559 
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Program Content: 65 ^ Basic Education 

35^ Academic Subjects 

Grade Level: Elementary through Senior High 

Operating Period; All Year 



407. FOHDHAM UNIVERSITY SOCIAL EFFORT (FUSE) Mr. Christopher Nogeire - 

Fordham University 
Bronx, 10458 



408. GODDARD ~ RIVERSIDE COMMUNITY CENTER Jeff Petrucelly 

TUTORIAL PROGRAM 647 Columbus Ave. 

Founded in I 966 New York, 10024 

Tutees: 30 (l4 Spanish Speaking, 12 Negro, 

4 White) 

Tutors: 12 

Program Content; 80^ Basic Education 
Grade Level; Elementary and Junior High 
Operating Period; All Year 
Regular Evaluation and Research 
Some Parental Involvement 



409. GOOD NEIGHBOR TUTORING PROGRAM Mr. Joseph P. Mulligan 

Founded in 1964 115 East 106th Street 

New York, 10029 

Tutees; 100 (80 Spanish Speaking, 20 Negro) 

Tutors: 100 

Program Content; 45^ Basic Education 

25 ^ Creative Projects 

Grade Level; Elementary through Senior High 
Operating Period; Academic Year Only 
Regular Evaluation and Research 
Some Parental Involvement 



410. GROWTH; A PROGRAM IN REMEDIAL EDUCATION 

Founded in I 96 I 

Tutees; Undetermined 
Tutors: 11 

Program Content; 90^ Basic Education 
Grade Level: Undetermined 

Operating Period; All Year 
Some Parental Involvemnt 

411. HAMILTON-MADTSON HOUSE TUTORIAL PROGRAM 



412. HARLEM EDUCATION PROGRAM, INC. 

Founded in 1962 

Tutees; I 60 
Tutors? 150 

Program Content; 85^ Basic Education 

70 



Morriss H. NeeUleman 
2367 East 18th Street 
Brooklyn, 11229 



Mrs. Beth Sandler 
50 Madison Street 
New York, 10038 

Thelma Cockerham 
295 West 147th Street 
New York, 10039 



Grade Level; Elementary through College 
and Adult 

Operating Period; All Year 
Substantial Parental Involvement 



413. HOLY ROSARY HELPMATES 

Pounded in 1965 

'I’utees; 50 (Negro) 

Tutors; 15 

Program Content; 99 ^ Basic Education 
Grade Level; Junior High 
Operating Period; All Year 
Some Parental Involvement 



Sister M. Avila 
180 Bainbridge Street 
Brooklyn, 11233 



414. HOMEWORK HELPER PROGRAM 



Dr. Albert Deering 
141 Livingston Street 
14th Floor 
Brooklyn 



415. 



HUDSON GUILD-STIDY DEN 

Pounded in I 96 O 

Tutees; 200 (95 Negro, 60 Spanish Speaking 
35 White, 10 Other) 

Tutors; 80 

Program Content; 4?^ Basic Education 

32 ^ Academic Subjects 
Grade Level; Undetermined 
Operating Period; Academic Year Only 
Regular Evaluation and Research 
Substantial Parental Involvement 



D . Cohen 

459 Wes*) 26 th Street 
New York, 10001 



416. HUNTER COLLEGE, PARK AVENUE CAMPUS, 
TUTORIAL PROGRAM 



417. IN-SERVICB-DAVIDSON PROJECT 
Founded in 1965 

Tutees; 60 
Tutors ; 50 

Program Content; 50^ Basic Education 

20 ^ Creative Projects 
Grade Level ; Elementary 
Operating Period; All Year 
Regular Evaluation and Research 
Some Parental Involvement 



Dr. Elizabeth Hunter 
Dept, of Education 
Hunter College 
695 Park Ave. 

New York, 10021 

Kenneth Schoen 
c/o New York University 
Student Activities 
Office 

University Heights 
New York, 10453 



418. INTERFAITH NEIGHBORS TUTORING PROGRAM 
Foiuided in I 96 O 



Mrs. Marianne Lothar 
331 East 70 th Street 
New York, lo021 
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419. 



420. 



421. 



422. 



423. 



Tutees: 35 (20 White, 8 Negro, 7 Spanish 

Speaking) 

Tutors : 45 

Program Content: 90^6 Basic Education 

Grade Level: Pre School through Senior 

High 

Operating Period* Academic Year Only 

ITHACA TUTORIAL 

Pounded in 1965 

Tutees: 28 (22 Negro, 6 White) 

Tutors : 24 

Program Content: 50^6 Basic Education 

25jS Creative Projects 
Grade Level: Pre School through Junior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 

ITHACA TUTORIAL PROGRAM Richard Feldman 

Founded in I 96 I Arahel Taylor Hall 

Cornell University 

Tutees: 77 (70 White, 7 Negro) Ithaca, 14850 

Tutors: 77 

Program Content: 75^ Basic Education 

25jS Academic Subjects 

Grade Level: Elementary through Senior High 

Operating Period: Academic Year Only 

Some Parental Involvement 



Mrs. Edmna Devereux 
400 Lake Street 
Ithaca, 14850 



JAMES WELDON JOHNSON COMMUNITY CENTER Stephen C. Shaw 

TUTORIAL PROGRAM 2205 First Avenue 

Founded in I 966 New York, 10029 

Tutees: 148 

Tutors : 89 

Progrfu:’ Cortvut: 89jS Basic Education 

Grade Levc a : Elementary through Adult 

Operating T -riod: All Year 

Some Parental Involvement 



JESUIT HIGHER ACHIEVEMENT' PROGRAM Philip S. Hurley 

Pounded in 1964 30 West l6th Street 

New York, 10011 

Tutees : 850 

Tutors : 6 OO 

Program Content: 99^ Basic Education 

Grade Level: Junior High 

Operating Period: Academic Year Only 

JUNIOR LEAGUE OF THE CITY OF NEW YORK, INC. Mrs. Dolly N. Cannon 

130 East 80th Street 
New York, 10021 
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424. LAWTON NEIGHBORHOOD CENTER Gladys M. Cerrina 

Founded in 1967 23 Lawton Street 

New Rochelle, 10801 

Tutees: 50 (28 Negro, 22 White) 

Tutors: 8 

Program Content: 99^ Academic Subjects 

Grade Level: Junior and Senior High 

Operating Period: Summers Only 

Regular Evaluation and Research 



425. LITTIG HOUSE TUTORIAL 

Founded in 19 63 

Tutees: 20 (I8 Negro, 2 White) 

Tutors: 15 

Program Content: 50^ Basic Education 

45^ Academic Subjects 
Grade Level: Elementary 

Operating Period: All Year 

Some Parental Involvement 



Michael Gruber 
c/o Student Action 
Movement 

Schreiber High School 
Port Washington, 11050 



426. MANHATTANVILLE COLLEGE TUTORIAL PROGRAM Manhattanville College 

Purchase, 10577 

427. MANHATTANVILLE COMMUNITY CENTERS, INC. Charles Solomon 

530 West 133rd Street 

Tutees: 31 (I8 Negro, 13 Spanish Speaking) New York, 10027 

Tutors: 12 

Program Content: 99^ Basic Education 

Grade Level: Elementary through Senior High 

Operating Period: Summers Only 



428. MARINERS TEMPLE READING PROGRAM Mrs. Lettie Smith 

Founded in 1965 3 Henry Street 

New York, 10038 

Tutees: 20 (lO Negro, 10 Spanish Speaking) 

Tutors: 8 

Program Content: 99^ Basic Education 

Grade Level: Elementary 

Operating Period: Summers Only 

Some Parental Involvement 



429. MOBILIZATION FOR YOUTH COMMUNITY EDUCATION Gail Hadley 

PROJECT (Also, see "HOMEWORK HELPER PRO- Mobilization for Youth 
GRAM," another Mobilization Project) 214 East 2nd Street 

New York, IOOO9 

430 . MORNINGSIDE COMMUNITY CENTER & HARLEM TEAMS Robert Alexander 

FOR SELF HELP 220 West 131st Street 

Founded in 1964 New York, 10027 

Tutees: Undetermined 
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431. 

432. 



433. 



434. 

435. 

436. 



Tutors : 2 

Program Content: 95^ Basic Education 

Grade Level: Undetermined 

Operating Period: All Year 

Regular Evaluation and Research 

MOTT HAVEN REFORMED CHURCH TUTORIAL 



NATIVITY MISSION COMMUNITY CENTER 
Founded in 1965 

Tutees: 400 (325 Spanish Speaking, 50 

Negro, 25 White) 

Tutors: 50 

Program Content: 30jS Basic Education 

255^ Community Activities 
20^ Academic Subjects 
Grade Level: Pre School th;rough Adult 

Operating Period: All Year 

Regular Evaluation and Research 
Substantial Parental Involvement 

NEIGHBORHOOD SERVICE ORGANIZATION OF 
DUTCHESS COUNTY, HORIZONS UNLIMITED 
Founded in I 963 

Tutees: 842 (407 White, 375 Negro, 

60 Spanish Speaking) 

Tutors : 726 

Program Content: 44^ Basic Education 

33^ Academic Subjects 
2256 Community Activities 
Grade Level: Primary through Adult 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 



NEIGHBORHOOD YOUTH CORPS TUTORIAL 
PROGRAM 



NEIGHBORHOOD YOUTH CORPS TUTORIAL 
PROGRAM 

NEW LOTS REFORMED CHURCH HEADING PROGRAM 



Mr. David E. Beale 
271 East 143rd St. #2H 
Bronx, 10451 

John Ettlinger 
204 Forsyth Street 
New York, 10002 



Mrs. Phyllis Greenfield 
1 Lincoln Ave. 
Poughkeepsie, 12601 



Frederick P. Cahill 
Nassau County Youth 
Board 

Nassau Co. Office Bldg. 
33 Willis Ave. 

Mineola, L.I., 11501 

Peter S. Eamuyu 
344 W. 36th St. 

New York 

Miss Millie Green 
New Lots & Schenck Ave. 
Brooklyn, 11207 
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437. NEW YOBK SOCIETY FOR ETHICAL CULTURE Lenar d Karp 

2 W. 64th St. 

New York, 10023 

438. ONE FOR ONE TUTORIAL PROGRAM Miss Rhoda Miller 

Founded in 196? 112 West 88th St. 

New York, 10024 

Tutees: 26 (23 Spanish Speaking, 3 Negro) 

Tutors : 26 

Program Content: 9956 Basic Education 

Grade Level: Pre School through Junior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 



439. OPERATION ENDEAVOR Mr. Isaac Erlich 

Founded in 1966 1780 Story Ave. 

Bronx, 10472 

Tutees: 40 (25 Spanish Speaking, 15 Other) 

Tutors : 5 

Program Content: 50^ Academic Subjects 

25^ Special Subjects 
25^ Community Activities 
Grade Level: Senior High 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 



440. OPERATION HI— EX Richard J. McMillan 

Founded in 1966 446-1 5th St. 

Brooklyn, 11215 

Tutees: 49 (27 Negro, 21 White, 1 Spanish 

Speaking) 

Tutors : 2 

Program Content: 99^ Basic Education 

Grade Level: Junior High 

Operating Period: Summers Only 



441. OPERATION NORTHWEST -BRENTWOOD COLLEGE Sister Rose Augustine 

Founded in 1965 Brentwood 

Long Island, 11717 

Tutees: 3 (2 White, 1 Negro) 

Tutors : 6 

Program Content: 99^ Basic Literacy 

for Adults 
Grade Level: Adult 

Operating Period: Summers Only 



442. PRATT YOUTH CORPS 

Founded in I96I 

Tutees: 300 

Tutors: 150 



Marty Davis, 

Ron Brucato 
Pratt Institute 
Brooklyn, 11205 
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443 . PROGRAM TO ACTIVATE COMMUNITY TALENT Juan Gonzalez 

(pact) 109 West 49 th St. 

Founded in 1965 Nev York, 10025 

Tutees: 80 (40 Spanish Speaking, 35 Negro, 

5 White) 

Tutors: 86 

Program Content: 10^ Community Activities 

3 OJ 6 Basic Education 

Grade Level: Primary through Junior High 

Operating Period: All Year 

Substantial Parental Involvement 



444. PROJECT DOUBLE DISCOVERY 



445. PROJECT TAT.F.NT (VISTA) 

Founded in 1966 

Tutees: 38 (35 Negro, 3 Spanish Speaking) 

Tutors: 35 

Program Content: 30^ Academic Subjects 

20j6 Basic Education 
20% Creative Projects 
Grade Level: Junior and Senior High 

Operating Period: All Year 

Some Parental Involvement 



James Stockinger 
Columbia College 
Cit. Council 
311 Ferris Booth Hall 
Columbia Univ. 

New York, 10027 

Dave Lee 

Bedford Stuyvesant Area 
Services Project 
597 Gates Ave. 

Brooklyn, 11221 
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446. PUBLIC SCHOOL 270 TUTORIAL CENTER 

Founded in 1963 

Tutees: 140 (l02 Negro, 28 Spanish 

Speaking, 10 White) 

Tutors: 114 

Program Content: 96 ^ Basic Education 

Grade Level: Elementary 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 

447. PUPIL ASSISTANCE IN LEARNING (PAL) 



448. HEAL UNIVERSITY OF THE STREETS 



Rose M. Deering 
241 Emerson Place 
Brooklyn 



Mrs. E. Delo Paddock 
208 Walnut St. 
Elmira, 14905 

Real Great Society 
130 E. 7th St. 

New York, 10009 
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449. RIVERSIDE CHURCH TUTORIAL PROGRAM 

Founded in 1963 

Tutees: 30 (20 Negro, 5 White, 5 Spanish 

Speaking) 

Tutors: 30 

Program Content: 60j6 Basic Education 

40j6 Academic Subjects 

Grade Level: Grade 4-6 through Senior High 

Operating Period: Academic Year Only 

450. RUTGERS COMMUNITY CENTER REMEDIAL 
READING TUTOR PROGRAM 



451. SATURDAY READING AND FUN CENTER 

Founded in 1964 

Tutees: 50 (25 Negro, 20 Spanish 

Speaking, 5 \^ite) 

Tutors: 23 

Program Content: 50j6 Basic Education 

50^ Creative Projects 
Grade Level : Elementary 

Operating Period: Academic Year Only 

452. S.E.E.K. PROGRAM 



453. SKIDMORE TUTORIAL PROJECT 

Founded in 1965 

Tutees: 100 (S5 White, 15 Negro) 

Tutors: 99 

Program Content: "JJfo Basic Education 

Grade Level: Primary through Junior High 

Operating Period: Academic Year Only 

Some Parental Involvement 

454. SOCIAL SERVICE 0F UNIVERSITY PROTESTANT 
FELLOWSHIP 

Tutees: 40 (Negro) 

Tutors: 12 

Program Content: 90^6 Academic Subjects 

Grade Level: Senior High 

Operating Period: Academic Year Only 



Miss Barbara A. Withers 
490 Riverside Dr. 

New York, 10027 



Lucretia A. Olivet 
200 Madison St. 

New York, 10002 

Harvey W. Noordsy 
368 West End Ave. 
c/o West End Collegiate 
Church 

New York, 10024 



Elizabeth Cooper 
Bacon Hall 
State Univ. College 
1300 Elmwood Ave. 
Buffalo, 14222 

Donna Deitch 
Skidmore College 
Saratoga Springs 



Rev. Peter Holdort 
Upper Todd River 
Campus Station 
University Protestant 
Fellowship 
Rochester, 14627 
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455. SOUTH BKONX PROJECT 

Founded in 1965 

Tutees: 75 (60 Spanish Speaking, 15 Negro) 

Tutors: 50 

Program Content: 50^ Basic Education 

Grade Level: Pre School and Elementary 

Operating Period: Academic Year Only 

Some Parental Involvement 

456. SOUTH BROOKLYN NEIGHBORHOOD HOUSES 

Tutees: 20 

Tutors: 10 

Program Content: 50^ Basic Education 

50^ Academic Subjects 
Grade Level: Junior and Senior High 

Operating Period: Undetermined 

457. SPRING VALLEY SENIOR HIGH SCHOOL TUTORIAL 
SERVICE 



458. STATE UNIV. OF NEN YORK AT STONY BROOK 

Founded in 1965 

Tutees: 115 (60 Negro, 40 White, 10 

Spanish Speaking, 5 Other) 
Tutors: 42 

Program Content: 60 % Basic Education 

40^ Academic Subjects 
Grade Level: Grade 4-6 through Adult 

Operating Period: Ac iemic Year Only 

Some Parental Involv,jment 

459. STUDENT EDUCATIONAL EXCHANGE 
ROLT®TABLE (SEER) 

Founded in 1963 

Tutees: 2000 

Tutors: 400 

Program Content: 99J^ Basic Education. 

Grade Level: Junior High through High 

School Drop Out 

Operating Period: Summers Only 

Regular Evaluation and Research 
Some Parental Involvement 

460. STUDENT HELP PROJECT 

Founded in 1963 

Tutees: 200 (l65 Negro, 35 White) 




Norman Epstein 
University Heights 
Altschul House 
New York Univ. 
Bronx, 10453 



David M. Steiner 
62 Joralemont St. 
Brooklyn, 11201 



Dr. Alan W. Sugarman 
Principal, Spring 
Valley Senior High 
Route 59 

Spring Valley, 10977 

Aaron Godfrey 
State University 
of New York 
Stony Brook 



Clifford Andrew 
311 Ferris Booth Hall 
Columbia Univ. 

New York, 10027 



Charles Char row 
Queens College 
(CMC Box 279) 
Flushing, 11367 
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Tutors: 80 

Program Content: 75^ Basic Education 

Grade Level: Pre School through Jmiior High 

Operating Period: Academic Year Only 

Some Parental Involvement 

461. STUDY CLUBS Daniel Weingrad 

Founded in 1963 211 Ferris Booth Hall ^ 

Columbia Univ. 

Tutees: 38 (23 Negro, 14 Spanish New York, 10027 

Speaking, 1 White) 

Tutors: 38 

Program Content: 70jS Basic Education 

30j6 Creative Projects 
Grade Level: Elementary 

Operating Period: Academic Year Only 

Some Parental Involvement 



462. STUDY AND TUTORING PROJECT 



463 » SUMMER NEIGHBORHOOD YOUTH PROGRAM 
Founded in 19^7 

Tutees: 240 (220 Negro, 20 White) 

Tutors: l6 

Program Content: 99^ Basic Education 

Grade Level: Elementary 

Operating Period: Summers Only 

Some Parental Involvement 

464. "TEACHER MOMS" IN PUBLIC SCHOOL 134 

Tutees : Undetermined 

Tutors: 8 

Program Content: 100^ Basic Education 

Grade Level: Elementary 

Operating Period: Undetermined 

Some Parental Involvement 

465. TUTORIAL DEVELOPMENT PROGRAM 



466. TUTORIAL MCNEILL 

Founded in 1966 

Tutees: 20 

Tutors: 5 

Program Content: 80j6 Basic Education 

79 



Mrs. Linda B. Grotke 
32 Cayuga St. 

Auburn 

Gladys M. Cerrina 
23 Lawton St. 

New Rochelle, 1080] 



Public School 134 
Jennings & Briston Sts. 
Bronx 



Miss Rina Folman 
Finley Center 
City College of 
New York-Uptown 
133i'd St. & Convent Ave. 
New York, 10031 

Peter A. McNeill 
488-7th Ave. 

Brooklyn, 11215 






Academic Subjects 

Grade Level; Junior and Senior High 
Operating Period: Academic Year Only 

Some Parental Involveirerit 



467. TUTORING FOR OSSINING PROGRESS T.O.P. Mrs. Hester Spencer 

Founded in 1963 89 Broadway 

Ossining, 10562 

Tutees: 233 

Tutors: 233 

Program Content: 99^ Basic Education 

Grade Level: Grade 4-6 and Junior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 



46s. UPWARD BOUND-SAEVH LAWRENCE COLLEGE 
Founded in 1965 

Tutees: 50 (40 Negro, 9 White, 1 Spanish 

Speaking) 

Tutors: 55 

Program Content: 95^ Academic Subjects 

Grade Level: Senior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Substantial Parental Involvement 



Kenneth Wentworth, 
Edward J. Cogan and 
Bert E. Swanson 
Bronxville, 10708 



469. VISTA TUTORING PROGRAM Mr. Raymond Redburn 

c/o Congregational 
Church 

413 East 143rd St. 
Bronx, 10454 



470. VOULUNTEER SERVICE BUREAU 
Founded in 1966 

Tutees : 65 

Tutors: 20 

Program Content: 94^ Basic Education 

Grade Level: Elementary through Senior High 

Operating Period: Academic Year Only 

Some Parental Involvement 



M^' . Freda Casner 
2a, i Main Street 
Poughkeepsie, 12603 



471. VOLUNTEERS OF THE SHELTERS, INC. READER 
HELPER PROGRAM 



Marguerite H. Walsh 
420 Lexington Ave. 
New York, IOOI7 



472. WEST SIDE NEIGHBORHOOD STUDY CLUB 



Gene Christian 
568 Columbus Ave. 
New York, 10024 
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473. WHITE PLAINS COMMUNITY ACTION PROGRAM, INC. Mrs. Barbara A. Feiden 
Founded in I966 50 Martine Avenue 

White Plains, IO6OI 

Tutees: 6 

Tutors: 6 

Program Content: 80j6 Basic Education 

Grade Level: Junior High 

Operating Period: Academic Year Only 

Some Parental Involvement 



474 . WILLIAMSBURG SETTLEMENT TUTORIAL PROGRAM Mr. Julius Klein 

17 Montrose Avenue 
Brooklyn, 11206 

475 . XAVIER TUTORING PROGRAM Richard G. Hartnett 

Founded in 1964 30 West l6th Street 

New. York, 10011 

Tutees: 149 

Tutors: 135 

Program Content: Basic Education 

Grade Level: Junior High 

Operating Period: Academic Year Only 



.. NORTH CAROLINA' 



476. BERTIE COUNTY TUTORIAL 



Bettina Perry 
Star Route 
Box 12 
Colerain 



477. 



478. 



BURLINGTON TUTORIAL PROJECT Mrs. Maxine 0*Kelley 

Burlington City Schools 
206 Fisher Street 
Burlington., 27215 



CHAPEL HILL TUTORIAL PROJECT Mrs. Jean C. Luker 

Founded in 19^5 "YMCA, Univ. of North 

Carolina 

Tutees: 250 (l75 Negro, 75 White) Chapel Hill, 27515 

Tutors: 15O 

Program Content: 60^ Ba ic Education 

30^ Academic Subjects 

Grade Level: Elementary through High School 

Drop Out 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 
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479. DAVIDSON COUNTY COMMUNITY ACTION, INC. Mrs. Omegia W. Seaford 

TUTORIAL PROGRAM p. 0. Box 589 

Lexington, 27292 



480. EAST CAROLINA UNIVERSITY TUTORIAL PROGRAM Sal Mihic 

505 East 9th Street 
Greenville 

481. FAYETTEVILLE STATE COLLEGE TUTORIAL Miss Annette Moore 

P. 0. Box 457 
i',.’'’’etteville State 
College 
Fayetteville 

482. GREENSBORO UNITED TUTORIAL SERVICES Mr. Nelson Johnson 

515 W. Camel Street 
Apt. R 
Greensboro 



483. I CARE, INC. 



Mr. Francis E, Stewart 
P. 0. Box 349 
Statesville, 28677 






484. MEREDITH COLLEGE TUTORIAL PROGRAM 



485. NEEDHAM BROUGHTON HIGH SCHOOL TUTORIAL 
PROJECT 



486. NORTH CAROLINA STATE UNIVERSITY TUTORIAL 
COMMISSION 



I'Ixss Martha Phillips 
Meredith Christian 
Association 
Meredith College 
Raleigh 

Miss Karen Keppler & 
Miss Linda Ritchie 
5001 Newcastle Road 
Raleigh 

Miss Holly Ever ding 
c/o Student Government 
North Carolina State 
University 
Rale’ gh 



487. OPERATION BREAKTHROUGH 



Jean Allen 
P. 0. Box 1470 
Durham, 27702 




488. SAINT ANDREWS TUTORIAL 

Tutees: 56 (35 Negro, 21 White) 

Tutors: 56 

Program Content: 75J^ Basic Education 

20^ Academic Subjects 
Grade Level: Elementary and Junior High 

Operating Period: Academic Year Only 

Some Parental Involvement 



Martha F. James 
St. Andrews Presby- 
terian College 
Laur inburg, 28352 



82 



t 



i 

j 



i 




i 

ERIC 

MlifflliffflffTlTLiU 

I I riiir ErrTirTmiT-rrr rrrTrrrriinf^^ 



mmM 






! 



! 






489. SAINT AUGUSTINE'S COLLEGE TUTORIAL PROGRAM Miss Cynthia Goza 

709 Dulany Dri\re 
Raleigh 

490 . SAINT BENEDICT COMMUNITY CENTER TUTORIAL Sister M. Annella 

PROGRAM Sacred Heart Convent 

Belmont, 28012 

491 . STUDENT TUTORIAL EDUCATIONAL PR0.1ECT (STEP) Joel Keys 

Founded in 1966 Box 1087 

Davidson, 28036 

Tutees: 41 (36 Negro, 5 White) 

Tutors : 41 

Program Content: 80j6 Basic Education 

20^ Community Activities 
Grade Level: Grade 4-6 and Senior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 



492 . WARREN WILSON COLLEGE TUTORING PROGRAM 



493 . YOUTH EDUCATIONAL SERVICES, INC. 

Founded in 1965 

Tutees: 900 

Tutors: 500 

Program Content: 45^ Basic Education 

20^6 Creative Projects 
20^6 Special Subjects 

Grade Level: Elementary and Junior High 

Operating Period: All Year 

Regular Evaluation and Research 
Substantial Parental Involvement 

494 . YOUTH EDUCATIONAL SERVICES MOUNTAIN 
TUTORIAL 

Founded in 1965 



Mrs. R. C. Dunton 
Warren Wilson College 
Swannanoa 

Mr. Tom Rodenhaugh 
107g’ E. Parrish St. 

P. 0. Box 1168 
Durham, 27702 



Robert F. Kronick 
122 Orchard 
Boone, 28607 



Tutees: 85 (45 Other, 40 White) 

Tutors: 85 

Program Content: 80^6 Basic Education 

Grade Level: Elementary through Senior High 

Operating Period: All Year 
Some Parental Involvement 
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495. 



496. 



497. 



498. 



499. 



OHIO ' 



AKRON-SUMMIT TUTORIAL PROGRAM Walter D. Lehrman 

Founded in 1963 250 E. Market St. 

Akron, 44310 

Tutees: 320 (270 Negro, 50 White) 

Tutors: 305 

Program Content: 70^6 Basic Education 

20j6 Academic Subjects 

Grade Level: Elementary through Senior High 

Operating Period: All Year 

Some Parental Involvement 



BALDWIN-WALLACE INNER-CITY TUTORING PROGRAM Rebecca Taylor 

Founded in 1965 Baldwin-Wallace College 

Berea, 44017 

Tutees: 50 (35 Negro, 15 White) 

Tutors: 40 

Program Content: 75^ Basic Education 

20^6 Academic Subjects 
Grade Level: Elementary and Junior High 

Operating Period: Academic Year Only 

Some Parental Involvement 



CLEVELAND TUTORIAL PROJECT 
Founded in 1964 

Tutees: 217 

Tutors: 217 

Program Content: 50j6 Basic Education 

30^ Community Activities 
20j6 Academic Subjects 
Grade Level: Undetermined 

Operating Period: All Year 

EAST CENTRAL CITIZENS ORGANIZATION TUTORIAL Mary Lustnauer 
PROGRAM South 22nd St. at 

McAllister Ave. 
Columbus, 43205 

HAWKEN SCHOOL-KARAMU TUTORING PROGRAM Peter D. Relic 

Founded in I963 2355 East 89th Street 

Cleveland, 4il06 

Tutees: 45 

Tutors: 18 

Program Content: 40^ Academic Subjects 

30^6 Basic Education 
20j6 Creative Projects 

Grade Level: Grade 4-6 through Senior High 

Operating Period: Academic Year Only 



Richard M, Birmele 
314 Main Bldg,, Case 
Institute 
Cleveland, 44106 
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500. MARIETTA COLLEGE TUTORIAL PROGRAM 



Miss S. ToLa Dobkia 
Payerweather Hall 
Marietta College 
Marietta, 45750 



501. MIAMI-WESTERN TUTORIAL SERVICE 
Founded in 1964 

Tutees; 90 
Tutors: 80 

Program Content: 80^ Basic Education 

Grade Level: Elementary and Senior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 



Robert Hagberg 
Em. 235 » Univ. Center 
Miami University 
Oxford, 45056 



502 . OBERLIN TUTORIAL PR0.JECT 

Tutees: 307 

Tutors: 307 

Program Content: 70^ Basic Education 

20^ Academic Subjects 
Grade Level: Elementary through Senior 

High and Adult 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 



Mrs. Clyde A. Holbrook 
Wilder Hall 
Oberlin College 
Oberlin, 44074 



503. OHIO WESLEYAN UNIVERSITY TUTORIAL PROGRAM 



504. OPERATION ONE TO ONE 

Pounded in 1965 

Tutees: I 7 OO (1200 Negro, 500 White) 

Tutors : 740 

Program Content: 90^ Basic Education 

Grade Level: Elementary through Senior High 

Operating Period: All Year 

Regular Evaluation and Research 

505 * OPERATION TWO TO ONE Steven Artner 

Pounded in 1966 332 Dayton Street 

Hamilton, 45012 

Tutees: 120 (80 White, 40 Negro) 

Tutors: 62 

Program Content: 50^ Basic Education 

50 ^ Academic Subjects 
Grade Level: Grade 4—6 and Junior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 



Miss Irva Sampson 
WCA 

Ohio Wesleyan Univ. 
Delaware 

Paul X. Hellmann 
6 O 8 E. McMillan St. 
Cincinnati, 45208 
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506. OEEVILLE COMMUNITY CENTER TUTORIAL PROGRAM 



507. PARK TUTORIAL 

Tutees: 35 

Tutors: 30 

Program Content: 90^ Basic Education 

Grade Level: Grade 4-6 through Senior High 

Operating Period: Academic Year Only 

508. PROJECT MUST 



509. PROJECT PEACE 

Foimded in 1965 



Mr. Barry Mastrine 
Orrville Community 
Center 
Orrville 

James E. Jackson 
7060 Woodland 
P. 0. Box 324 
Chagrin Falls, 44022 



Mr. Edgar H. Turkic III 
Mount Union College 
Alliance , 44601 



Tutees: 190 (l42 Negro, 48 White) 

Tutors : 147 

Program Content: 65^ Basic Education 

Grade Level: Elementary through Senior High 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 

510. READING LEARNING CENTER 



Rev. Edward J. Camille 
1272 Ansel Road 
Cleveland, 44108 



511. SCOPE TUTORIAL PROGRAM 



512. SOUTHEASTERN OHIO OPPORTUNITIES PROGRAM 
(SOOP) 

Founded in 1964 



Mr. Larry G. Henry 
Reading Central School 
Reading, 45215 

Otterhein College 
Westerville, 43081 

Nancy Larson 
18 North College St. 
Athens , 45701 



Tutees: 60 (White) 

Tutors : 56 

Program Content: 90^ Basic Education 

Grade Level: Elementary through Senior High 

Operating Period: Academic Year Only 

Regular Evaluntion and Research 



513. STUDENT COMMUNITY ACTION PROGRAM 



Mr. Ronald T. Boland 
Sociology Department 
John Carroll Univ. 
University Heights 
Cleveland, 44118 
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Photographer - Sandy McElroy 



514. TUTORIAL PROGRAM, FRIENDLY INN 

Pounded in I963 

Tutees: 18 (Negro) 

Tutors: 13 

Program Content: 25^ Basic Education 

Academic Subjects 
25^6 Creative Projects 
25^6 Community Activities 
Grade Level: Elementary 

Operating Period: All Year 

Some Parental Involvement 

515. UPWARD BOUND, WESTERN RESERVE ACADEMY 

Pounded in 1966 

Tutees: 48 (3I Negro, I7 White) 

Tutors: 36 

Program Content: Undetermined 

Grade Level: Junior High 

Operating Period: All Yea^ 

Some Parental Involvement 

516. VOLUNTEERS IN PUBLIC SCHOOL (V.I.P.S.) 

Tutees: 468 

Tutors: I56 

Program Content: 65^ Basic Education 

yyfo Community Activities 
Grade Level: Primary 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 

517. WEST SIDE COMMUl^JTY HOUSE TUTORIAL PROGRAM 

Tutees: 26 (15 White, 10 Spanish Speaking, 

1 Negro) 

Tutors: 25 

Program Content: 99^ Basic Education 

Grade Level: Elementary 

Operating Period: Undetermined 

Regular Evaluation and Research 
Some Parental Involvement 

518. WOOSTER SOCIAL ACTION COMMITTEE TUTORING 
PROGRAM AT THE COLLEGE OP WOOSTER 

Tutees: 46 (41 White, 5 Negro) 

Tutors: 46 

Progrm Content: Academic Subjects 

Grade Level: Junior and Senior High 

Operating Period: Undetermined 



Juergen Krause 
2382 Unwin Road 
Cleveland, 44104 



Rev, Andrew W. Mason 
Western Reserve Academy 
Hudson, 44236 



Mrs. Vivian D. Adams 
Cincinnati Public 
Schools 
Cinciimati 



3000 Bridge Avenue 
Cleveland, 44113 



Compton Hall 
College of Wooster 
Wooster 



519. IMCA TUTOR PROJECT 

Fotmded in 1966 

Tutees: 40 (30 White, 10 Negro) 

Tutors: 40 

Program Content: 65^ Basic Education 

yyfo Academic Subjects 
Grade Level: Junior High 

Operating Period: Undetermined 

Regular Evaluation and Research 



Robert Shahan 
680 Woodland Ave» 
Wooster, 44691 



OKLAHOMA 



520. OKLAHOMA CITY UNIVERSITY TUTORIAL PROGRAM 



Patti Tepper 

526 Southwest 10th 

Oklahoma City, 73125 



521. OKLAHOMA STATE UNIVERSITY TUTORIAL PROGRAM Bradford E. Brown 

Dept, of Zoology 



522 . OZARKA WORK-STUDY PROJECT 



523 . VISTA TUTORIAL PROGRAM IN OKLAHOMA CITY 



524. VISTA TTJTORIAL PROGRAMS IN TULSA 



Oklahoma State Univ. 
Stillwater, 74074 

Dr. Fred J. Taylor 
Northeastern State 
College 

Tahlequah, 74464 

Mr. Bill Charlton 

614 N.E. 4th 
Oklahoma City 

Mrs. Lena Bennett 

615 E. Newton Place 
Tulsa, 74106 



PREOQN 



525 . BENTON-LINN ECONOMIC OPPORTUNITY COUNCIL 
TUTORIAL PROGRAM 



526 . LINFIELD COLLEGE TUTORIAL PROGRAM 



Susan Carroll 
531 S. Lyon 
Albany 

Miss Linda Rogers 
Human Relations Council 
Box 955 

Linfield College 
McMinnville, 97128 
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527. OEERAIION CITIZENSHIP - TUTORIAL DIVISION 



Mr. Ken Burnett 
Room 305 » Student Union 
Univ, of Oregon 
Eugene , 97403 



528. PORTLAND STATE COLLEGE TUTORIAL PROGRAM 
Founded in I 963 

Tutees: 70 (White) 

Tutors: 70 

Program Content: 90^ Basic Education 

Grade Level: Undetermined 

Operating Period: Academic Year Only 



Matthew A. Cohen 
Educational Activities 
Office 
Portland 



529. HEED 0«MDNiry EDUCATION PROJECT Mrs. Susan Dudnarkar 

Pounded in 1964 Reed College 

, Portland, 97202 

Tutees: 350 (l74 White, 80 Other, 73 Negro, 

23 Spanish Speaking) 

Tutors: 300 

Program Content: 99j6 Basic Literacy for 

Adults 

Grade Level: High School Drop Out and Adult 

Operating Period: All Year 

Regular Evaluation and Research 



530. SOUTHWESTERN OREGON COMMUNITY COLLEGE 
TUTORIAL PROGRAM 

531. VALLEY MIGRANT LEAGUE, SALEM 



Mr. James D. Faught 
Southwestern Oregon 
Community College 
Coos Bay 

Mr. Ivan Wells 
Salem Opportunity 
Center 

3824 River Road N. 
Salem, 97303 



532. 



VALLEY MIGRANT LEAGUE, WOODBURN 
Founded in 1965 

Tutees: 25 (Spanish Speaking) 

Tutors: 14 

Program Content: 60 j 6 Basic Literacy for 

Adults 

20j6 Vocational Courses 
20^ Community Activities 
Grade Level: Undetermined 

Operating Period: All Year 

Regular Evaluation and Research 



John Patrick Little 
Box 128 

Woodburn, 97071 
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PENNSYLVANIA 



533. ACTION-HOUSING INC. TUTORIAL PROGRAM 



534. 



536. 



er|c 



Mrs, Beatrice F. 
Goldszer 

Number Two Gateway Ctr. 
Pittsburgh, 15222 



BETHLEHEM TUTORIAL PROJECT 
Founded in 1962 



Tutees: 100 (35 White, 35 Spanish Speaking, 

30 Negro) 

Tutors : 60 

Program Content: Basic Education 

20^ Academic Subjects 

Grade L‘»vel: Grade 4-6 through Senior High 

Operating Period: Academic Year Only 



Robert G, Jones 
Lehigh University 
Bethlehem, 18015 



535. BUC.JJELL UNIVERSITY TUTORIAL PROGRAM 



Carole Masters 
Christian Association 
Bucknell University 
Lewisburg, 17837 



CEDAR CREST COLLEGE TUTORIAL PROJECT 
Founded in 1962 



Tutees: 110 (85 Negro, 25 White) 

Tutors : 100 

Program Content: 55^ Basic Education 

30j6 Academic Subjects 

Grade Level: Pre School through Junior High 

Operating Period: Academic Year Only 



Jacqueline Rokhsar 
Cedar Crest College 
Allentown, 18104 



537. DIOCESAN SCHOOL BOARD ECONOMIC OPPORTUNITY Bernard J. Powers 



PROGRAM 



Founded in 1965 



109 Washington Place 
Pittsburgh, 15219 



Tutees: 600 

Tutors: 96 

Program Content: 94^ Academic Subjects 

Grade Level: Junior and Senior High 

Operating Period: Academic Year Only 

Substantial Parental Involvement 



538. GETTYSBURG TOWN-COLLEGE TUTORIAL PROGRAM 



Tutees: 125 

Tutors: II 6 

Program Content: 70j6 Basic Education 

30j6 Academic Subjects 
Grade Level: Junior and Senior High 

Operating Period: Academic Year Only 



Michael Joseph Hobor 
Christ Chapel 
Gettysburg College 
Gettysburg 
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539. HA.VERFORD COLLEGE TUTORIAL PROJECT 

Tutees: 55 

Tutors: 55 

Program Content: 80 ^ Academic Subjects 

20 ^ Basic Education 

Grade Level: Grade 4-6 and Junior High 

Operating Period: Academic Year Only 

Some Parental Involvement 



540. HILL EDUCATION PROJECT 



541. INTERCOLLEGIATE TUTORIAL COUNCIL 

s 






Albert Woodward 
Haverford College 
Haverford, 19041 



Loren W. Hershey 
Student Union, Rm. 418 
univ. of Pittsburgh 
Pittsburgh, 15213 

Miss Heather Howard 
Smith 
57 Skibo 

Carnegi e-Mel Ion Univ. 
Schenley Park 
Pittsburgh, 15213 
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542. MCKINLEY-COOKES SERVICE CENTER TUTORING Charles A. Beaverson 
PROGRAM 325 South Newberry St. 

Founded in I966 York, 17404 

Tutees: 30 (22 Negro, 8 White) 

Tutors: 15 

Program Content: 99^ Basic Education 

Grade Level: Elementary 

Operating Period: Academic Year Only 

Some Parental Involvement 



543. 



MANSFIELD COLLEGE TUTORIAL SERVICE 
Founded in 1966 

Tutees: 48 (White) 

Tutors: 48 

Program Content: 99^ Basic Education 

Grade Level: Elementary through Senior 

Operating Period: Academic Year Only 

Regular Evaluation and Research 



David R. Nyman 
c/o Miss Catherine 
Kuster 

Mansfield State College 
Mansfield, 16933 

High 



544. MUHLENBERG COLLEGE TUTORIAL PROGRAM 



I 



Mr. Kenneth Elam 
Community Relations 
Committee 
Student Council 
Muhlenberg College 
Allento’/m 



545. NORTH SIDE TUTORIAL PROJECT 
Founded in I963 

Tutees: 135 (120 Negro, 15 White) 

91 



Melba Carlson 
1439 North Franklin 
Pittsburgh, 15233 






Tutors; IJO 

Program Content; 75^ Basic Education 

Qfffo Academic Subjects 

Grade Level; Elementary through High School 
Drop Out 

Operating Period; All Year 
Some Parental Involvement 

546. PHILADELPHIA TUTORIAL PROJECT David Hornheck 

Founded in 1966 1830 N. Park Ave. 

Philadelphia 

Tutees; 1400 
Tutors; 1200 

Program Content; 75^ Basic Education 
Grade Level; Grade 4-6 through Senior High 
Operating Period; All Year 
Regular Evaluation and Research 
Substantial Parental Involvement 

547. PROGRESSIVE CENTER TUTORLAL PROGRAM 



548. REMEDIAL READING CLASSES 

Founded in 1965 

Tutees; 35 (Negro) 

Tutors; 35 

Program Content; 99^ Basic Education 
Grade Level; Elementary 
Operating Period; All Year 

549. UNIVERSITY OF PENNSYLVANIA COMMUNITY 
INVOLVEMENT COUNCIL 



550. VALLEY VIEW TERRACE HOUSING PROJECT 
TUTORIAL 



551. WILKES-BARRE YWCA TUTORIAL PROGRAM 
Founded in 1965 

Tutees; 413 (384 White, 29 Negro) 

Tutors; 341 

Program Content; 91^ Basic Education 
Grade Level; Elementary through Senior High 
Operating Period; All Year 
Regular Evaluation and Research 
Substantial Parental Involvemevit 



Mayrae W, Bromiing 
414 Aline Street 
Scranton, 18509 

Beatrice Ballard 
129 East Maple Street 
York, 17403 



3401 Spruce Street 
Room 25 
Philadelphia 

Roberta Daniels, VISTA 
Neighborhood Service 
Center 

Valley View Terrace 
Scranton 

Mrs. Edward Janjigian 
40 W, Northampton St. 
Wilkes-Barre, 18701 
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552. WILSON COLLEGE TOTORIAL SERVICE 
Founded in 1965 

Tutees; 41 (38 White, 3 Negro) 

Tutors : 33 

Program Content: 99^ Academic Subjects 

Grade Level: Junior High 

f Operating Period: Academic Year Only 



553. FOX POINT TUTORIAL PROGMM 



554. LIPPITT HILL TUTORIAL 



555. PROGRESS FOR PROVIDENCE TUTORIAL PROGRAVI 



556. SOUTH PROVIDENCE TUTORIAL 
Founded in I966 

Tutees: 65 (56 Negro, 7 White, 2 Other) 

Tutors: 58 

Program Content: 90;^ Basic Education 

Grade Level: Primary 

Operating Period: Academic Year Only 

Regular Evaluation and Reseax’ch 
Some Parental Involvement 
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; 557. SAINT MARTIN DE PORRES PROJECT 



558. SPEED-UP 

Founded in I966 



! 

I 



Martha Me gnus on 
Wilson College 
Chamber sburg, 17201 




Mr. Peter Davies 
Box 534 

Bro-wn University 
Providence, 02912 

Miss Susan Robin 
357 W. Andrews 
Pembroke College 
Providence, 02906 

Maureen Thomas 
100 N. Main St. 
Providence, 02903 

Malvene Jane Brice 
74 Weybosset Street 
Providence, 02901 



SOUTH CAROLINA 



Rev. Bonaventure Brown 
St. Thomas More Center 
1610 Green Street 
Columbia 

Peter Lee 

1330 Laurel Street 
Columbia, 29201 



I 
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Tutees: Undetermined 

Tutors: 118 

Program Content: Undetermined 

Grade Level: Undetermined 

Operating Period: All Year 

Some Parental Involvement 



SOUTH DAKOTA 
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559. SNEA TUTORING PROJECT Sister Laurina Kaiser 

Founded in 1964 Mount Marty College 

Yankton, 57078 

Tutees; 28 
Tutors; 25 

Program Content: 50^ Basic Education 

50^ Academic Subjects 

Grade Level: Elementary through Senior High 

Operating Period: Academic Year Only 

Some Parental Involvement 
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560. 


AFTER SCHOOL STUDY PROGRAM 


c/o Gallatine Neighbor 
hood Center 
147 Blythe Street 
Gallatine, 37066 


561 . 


APPALACHIAN VOLUNTEERS 


Milton Ogle 
511 Melrose 
Bristol 


562. 


knoxvil:e educational project 


Birt Waite 
University of Tenn. 



Knoxville 

563 . KNOXVILLE SUMMER TUTORIAL PROGRAM Mrs. Erma L. Ross 

Founded in I960 Knoxville College 

College Street 

Tutees: 370 ( 36 O Negro, 10 White) Knoxville, 37921 

Tutors: 55 

Program Content: 90^ Basic Education 

Grade Level: Junior High through Adult 

Operating Period: Summers Only 

Regular Evaluation and Research 
Substantial Parental Involvement 

564. SOUTHWESTERN AT MEMPHIS TUTORIAL PROGRAM Jack E. Burch 

Southwestern at Memphis 
Memphis, 38112 
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565. VANDERBILT UNIVERSITY TUTORIAL PROGRAM 



566. VISTA TUTORIAL PROGRAM 



567 . BASIC ADULT EDUCATION PROGRAM 



568. CASA DE AMIGOS TUTORING PROJECT 

Founded in 196? 

Tutees: 3 O (Spanish Speaking) 

Tutors: 30 

Program Content; 55^ Community Activities 

45 ^ Basic Education 
Grade Level; Elementary 
Operating Period; All Ifear 
Regular Evaluation and Research 
Some Parental Involvement 

569 . COLLEGIATE EDUCATIONAL SERVICE CORPS 
TUTORING PROGRAM 

Tutees; 80 
Tutors ; 80 

Program Content; 70^6 Basic Education 

20^ Basic Literacy for 
Adults 

Grade Level; Elementary 

Operating Period; Academic Year Only 

Regular Evaluation and Research 

570 . KEALING LIBRURY TUTORING PROGRAM 

Founded in 1965 

Tutees; 231 (229 Negro, 1 Spanish Speaking 
1 White) 

Tutors; 88 

Program Content; 40j6 Basic Education 

35^ Academic Subjects 
Grade Level: Junior High 

Operating Period; Academic Year Only 
Regular Evaluation and Research 
Some Parental Involvement 



Mr. Dyer Moss 
119 Kirkland Hall 
Vanderbilt University 
Nashville, 37203 

Dave Van Denburgh 
Route 1 (Vardy) 
Sneedville, 37869 



TEXAS 

h 



Mary-Margaret Wilson 
2210 Wirtz Apt 01 
Austin, 78704 

Martin Winch 
c/o Eunice Vasquez 
Route 2 

Hereford, 79045 



Pamela Ritter 
Texas Christian Univ, 
Ft. V/orth, 76129 



Mrs. Curtis M. Collins 
1607 Pennsylvania 
Austin, 78702 
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571. SAINT PAUL'S EPISCOPAL SCHOOL TUTORIAL 
PROGRAM 



572. SHERMAN TUTORIAL AND EDUCATION PROGRAM 



573. SOUTHERN METHODIST UNIVERSITY TUTORIAL 
PROGRAM 



574. STUDENT TUTORIAL EDUCATIONAL PROJECT 



575. TEACHER PREPARATION TUTORING PROJECT 

Founded in I 966 

Tutees: 350 (l50 Negro, I 50 Spanish 

Speaking, 50 White) 

Tutors: 200 

Program Content: 50j6 Basic Education 

25 ^ Basic Literacy for 
Adults 

25J^ Community Activities 
Grade Level: College 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 

576 . TUTORING PROJECT 

Founded in I 963 

Tutees: 528 (372 Negro, 134 Spanish 

Speaking, 22 White) 

Tutors: 339 

Program Content: 40j6 Creative Projects 

yyfo Basic Education 
20j6 Academic Subjects 

Grade Level: Pre School through High School 

Drop Out 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 

577. UNIVERSITY OF HOUSTON TUTORIAL PROGRAM 



James Larick 
1626 East Taft 
Brownsville, 78520 

Donald A. Henderson 
Box 1301 
Austin College 
Sherman, 75090 

Mr. Bill Kirby 
Rm. 217) Student Ctr, 
Southern Methodist U. 
Dallas, 75225 

Miss Brenda Ann Puller 
Our Lady of the Lake 
College 

411 S.W. 24th Street 
San Antonio, 78207 

Dr. Yvonne M. Lofthouse 
440 Sutton Hall 
Univ. of Texas 
Austin, 78712 



Frank L. Wright 
2200 Guadalupe 
Austin, 78705 



Mr. John Houchin 
7115 Airline 
Houston, 77037 
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578. VISTA TUTORIAL PROGR\M IN EAGLE PASS 



579. VISTA TUTORIAL PROGRAM IN HEARNE 



580. -mCA TUTOR PROJECT - YMCA OF D.\LLAS 
Founded in 1962 

Tutees: 1500 

Tutors; 1000 

Program Content; 90^ Basic Education 
Grade Level; Elementary through College 
Operating Period; All Year 
Regular Evaluation and Research 
Some Parental Involvement 



581. VOLUNTARY IMPROVEMENT PROGRAM 



582. UVM TUTORIAL PROGRAM 

Founded in 1965 

Tutees; 45 (White) 

Tutors; 45 

Program Content; 855^ Basic Education 
Grade Level; Grade 4-6 
Operating Period; Academic Year Only 
Regular Evaluation and Research 



583. COMMONWEALTH TUTORING SCHOOL 
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Jo Zettler 
Box 586 

Eagle Pass, 78852 

Barbara Fuhremann 

Box 687 

Hearne 

John V, Willis, Jr. 
605 North Ervay 
Dallas, 75221 




R. L. Wintch 
2033 South State 
Salt Lake City 



VERMONT 



Rev. John D. Perry 
c/o Protestant Chap- 
lain’s Office 
St. Anselm’s Chapel 
The Univ. of Vermont 
Burlington, 05401 



VIRGINIA 



William R. Langer 
102 N. Adams Street 
Richmond, 23220 






584. PRAMLIN COUNTY COMMUNITY ACTION, INC. 
TUTORIAL PROGRAM 



585. LYNCHBURG COMMUNITY ACTION GROUP, INC. 
TUTORIAL PROGIL\M 



586. NORTHERN VIRGINIA LITERACY COUNCIL 
Founded in 1964 



587. OPERATION CROSSOVER 

Founded in 1965 

Tutees: 56 (38 Negro, 18 White) 

Tutors : 41 

Program Content: 90^ Basic Education 

Grade Level: Grade 4-6 through Senior High 

Operating Period: Academic Year Only 

Some Parental Involvement 

588. STOP: AFTER SCHOOL TUTORING AND STUDY 

CENTER PROJECT 



589. STRATFORD COLLEGE SERVICE PROJECT COMMITTEE 

Tutees: 14 

Tutors : 20 

Program Content: 50^ Basic Education 

50^ Creative Projects 
Grade Level: Primary 

Operating Period: Academic Year Only 

Some Parental Involvement 

590. STUDENT TUTORS EDUCATION PROGRAM 

Founded in 1966 

Tutees: 73 

Tutors : 30 

Program Content: 55^ Academic Subjects 

30^ Basic Education 

Grade Level: Elementary and Junior High 

Operating Period: Academic Year Only 

591. VIRGINIA TECH TUTORIAL PROGRAM 

Founded in 1967 

Tutees: 20 (l7 White, 3 Negro) 

Tutors : 20 

Program Content: 70^ Academic Subjects 

20^ Basic Education 
Grade Level: Junior and Senior High 

Operating Period.: Academic Year Only 
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Margaret K. Lee 
P.O. Box 387 
Rocky Mount 

Miss Lois Combs 
715 Court Street 
Lynchburg, 24504 

Mrs Clair Curtis 
George Washington High 
Alexandria, 22301 

Mrs. Patricia McCuen 
1312 Princess Street 
Alexandria, 22311 



David Etheridge 
916 Winter Street 
Norfolk, 23504 

Lucille Eckels 
Stratford College 
Danville, 24541 



Mrs. Tanya Johnson 
J. J. Kelly High School 
Wise , 24293 



Mark Crowley 
Box 753 
VPI Station B 
Blacksburg, 24061 
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592. VISTA TUTORIAL PROGRAM IN RICHMOND 



Virginia Callaghan 
718 State Street 
Richmond, 23231 



593. WESTMINSTER STUDY-TUTORIAL CENTER 
Founded in 1966 

Tutees: 120 

Tutors: 170 

Program Content: Basic Education 

Grade Level; Elementary 
Operating Period: Academic Year Only 

Some Parental Involvement 



Mrs. 0. L. Updike & 

Mrs. R. B. Albritton II 
Westminster Presby- 
terian Church 
190 Rugby Road 
Charlottesville, 22903 



594. WILLIAMSBURG AREA TUTORIAL SERVICE (WATS) Steven F. Skinner 
Founded in 1966 P.O. Box 406 

Williamsburg, 23185 

Tutees: 350 

Tutors: 70 

Program Content: 50^6 Academic Subjects 

47^ Basic Education 

Grade Level: Elementary through Senior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 



595. YtiCA TUTORING PROGRAMS 

596. YWCA TUTORIAL COMMITTEE 



Mrs. Vondell Payton 
3440 22nd St. South 
Arlington, 22204 

Exa M. 1 ote 
P.O. Box 1413 
College Station 
Fredericksburg, 22401 



WASHINGTON 



597. CENTRAL AREA MOTIVATION PROGRAM 



598. HIGH SCHOOL EQUIVALENCY PROGRAM 



599. NEIGHBORHOOD HOUSE TUTORING PROGRAM 
Founded in 1964 

Tutees : 640 

Tutors: 538 



Daniel Rubin 
1139 17th Ave. 

Seattle, 98122 

Dr. Harvey Low 
Cleveland Hall 
Washington State Univ. 
Pullman, 99163 

Roland Sayler, 

Vern Bryant 

3004 So. Alaska St. 

Seattle, 98108 




Program Content; 65^ Basic Education 

^.Jfo Vocational Courses 
Grade Level; Pre School through College 
Operating Period; All Year 
Regular Evaluation and Research 
Substantial Parental Involvement 

600. OPERATION FRIENDSHIP 

Founded in 1965 

Tutees; 13O (llO Negro, 20 White) 

Tutors; I30 

Program Content; Undetermined 
Grade Level; Grade 4-6 
Operating Period; Academic Year Only 
Regular Evaluation and Research 
Some Parental Involvement 

601. SEATTLE TUTORING AGENCY FOR YOUTH - STAY 

Tutees; 950 
Tutors ; 950 

Program Content; 70^ Basic Education 

25^ Academic Subjects 
Grade Level; Primary through Senior High 
Operating Period; Academic Year Only 
Regular Evaluation and Research 

602. STUDENT TUTORING ENRICHMENT PROGRAM 

Founded in 1966 

Tutees: 25 (23 White, 2 Other) 

Tutors; 25 

Program Content; 50/6 Basic Education 

40^ Community Activities 
Grade Level; Grade 4-6 and Junior High 
Operating Period; Summers Only 
Regular Evaluation and Research 
Some Parental Involvement 

603. TACOMA AREA CHILD TUTORING (TACT) 

Founded in 1966 

Tutees; 75 (50 Negro, 25 White) 

Tutors; 75 

Program Content; 70j6 Basic Education 

20^ Academic Subject;-- 
Grade Level; Primary through Junior High 
Operating Period; Academic Year Only 
Regular Evaluation and Research 



Bob Burwell, Jr. 

SUB Box 589 

Seattle Pacific College 
Seattle, 98117 



Amy C. Ramm 
235 Husky Union Bldg. 
University of Wash. 
Seattle, 98105 



Summer Sharpe 
205 East 11th St. 
Vancouver, 98660 



Mr. Jerry Vaughn 
1209 So. I 
Tacoma, 98405 
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Seventy-two year old woman studies in evening Adult Basic Education 
classes. She was illiterate at start of the course. Donated by OEO 
Photographer - Billy Barnes 
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604. WESTERN WASHINGTON STATE COLLEGE 
TTJTORTAL SOCIETY 



605 . Y ADVENTURE TOUR PROGRAM 



606 . YWCA-YMCA TUTORIAL PROGRAM 
Founded in I 966 

Tutees; 100 (White) 

Tutors; 100 

Program Content; 7 OJ 6 Basic Education 

30^6 Academic Subjects 
Grade Level; Primary through Junior High 
Operating Period; Summers Only 
Regular Evaluation and Research 



WEST VIRGINIA 



607 . ALDERSON-BROADDUS COLLEGE TUTORIAL 
PROGRAM 



60S. APPALACHIAN VOLUNTEERS’ MINGO 
COUNTY TUTORIAL PROGRAM 



609 . COMMUNITY EDUCATION PROJECT 

Founded in I 967 

Tutees; 400 ( 3 OO White, 100 Negro) 
Tutors; 400 

Program Content; 50^ Basic irducation 

20j6 Creative Projects 
20j6 Special Subjects 
Grade Level; Elementary 
Operating Period; All Year 
Regular Evaluation and Research 
Substantial Parental Involvement 

610 . INSIGHT FOR ACTION COMMITTEE 

Founded in I 967 

Tutees; 15 (13 White, 2 Negro) 



Miss Barbara Sturckler 
Associated Students 
Viking Union 
Western Washington 
State College 
Bellingham, 98225 

Diane Lindsley 
4525 19 th Ave. N.E. 
Seattle, 98105 

Elaine Zakarison 
Washington State Univ. 
CUB 

Pullman, 99163 



Mr. Paul Adkins 
Alderson-Broaddus 
College 

Phillippi, 26416 

c/o Mingo County 
Economic Opportunity 
Commission 
Williamson, 25661 

Michael Wenger 
Box 922 
Beckley, 25801 



Sharon Martin 
Potomac State College 
Keyser, 26726 










Tutors: 15 

Program Content; 75^ Basic Education 
Grade Level: Primary through Junior High 

Operating Period: Academic Year Only 




6ll. 


JUNIOR CITIZENS 


Mrs. Kathleen Byrd 
132 Pocahontas St. 
Buckhannon, 26201 


612 . 


STUDENT ACTION AGAINST POVERTY (SAAP) 


Mr. Terry Lucci 
West Virginia Univ. 
Morgantown 


613. 


STUDENT SERVICE PROJECTS 
Founded in 1964 


Catherine Gunsalus 
West Virginia Wesleyan 



College 

College Box ^ 20 
Buckhannon, 26201 



6l4. ALVEHNO'S TUTORING PROJECT 
Foixnded in 1965 

Tutees: 90 

Tutors: 75 

Program Content: 85jS Basic Education 

Grade Level: Elementary and Junior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 



WISCONSIN 



Sister Bernadette 
Kalscheur 

3401 South 39th St. 
Milwaukee, 53215 



615. BELOIT TUTORING CENTER IN MISSISSIPPI 

(btcm) 



Beloit College 
Beloit, 53512 



6l6. DANE COUNTY CITIZENS ASSOCIATION FOR 
CHILDREN AND YOTJTH 



Mrs. Sally Bilder 
3423 Viburnum Drive 
Madison 



617. NEIGHBORHOOD YOLTIH CORPS REMEDIAL EDUCATION Mr. Dennis J. Harmon 

PROGRAM West Central Wisconsin 

CAP 

'* 1114 2nd Street 

P.O. Box 97 
Menomonie, 54751 

618. SAINT GEORGE'S EPISCOPAL PARISH TUTORING Miss Cecil Martin 

PROGRAM 1138 W. Center St. 

Milwaukee, 53206 
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619 . SOUTH MADISON NEIGHBORHOOD CENTER TUTORING Betsy Behnke 

PR.OGRAM 609 Center Street 

Founded in 1963 Madison, 53713 

Tutees: 43 (25 Negro, I 6 White, 2 Other) 

Tutors: 43 

Program Content: 70^ Basic Education 

Grade Level: Elementary through Senior High 

Operating Period: Academic Year Only 

Regular Evaluation and Research 
Some Parental Involvement 



620 . SPANISH CENTER ADULT BASIC EDUCATION 
PROGRAM 



Helena Aqua 

524 W. National Ave. 

Mi Iwaulse e , 53204 



621 . SPECIAL SCHOLARSHIP PROGRAM - UNIVERSITY 
OF WISCONSIN 

Founded in 1966 



Ruth B. Doyle 
935 University Ave. 
Madison, 53706 



Tutees: 75 

Tutors: 85 

Program Content: 99^ Academic Subjects 

Grade Level: College 

Operating Period: Academic iTear Only 

Regular Evaluation and Research 



622 . SUNDAY VISITING OF M.O.R.E. (MILWAUKEE 
ORGANIZATION FOR RACIAL EQUALITY) 
Founded in 1964 



Thomas Sweet ser 
3400 W. Michigan Ave. 
Milwaukee, 53208 



Tutees: 100 

Tutors: 100 

Program Content: 75^ Basic Education 

25 ^ Community Activities 
Grade Level: Senior High and Adult 

Operating Period: All Year 

Regular Evaluation and Research 
Some Parental Involvement 



P 



623 . VOLUNTEER SERVICES UNLIMITED, UNIVERSITY James Schuenemunn 

OF WISCONSIN — MILWAUKEE University of Wisconsin 

Founded in 1965 Milwaukee, 53201 

Tutees: 50 

Tutors: 50 ' 

Program Content: Undetermined 

Grade Level: Undetermined 

Operating Period: All Year 

Some Parental Involvement 
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UNITED STATES TERRITORIES 

4 ® 



624, EE EN EL FUTURO (Hl'iAD START) 

Tutees: 45 (Spaniah Speaking) 

Tutors: 8 

Program Content: 40jg Basic Education 

20 % Creative Projects 
20^ Special Subjects 
20 % Community Activities 
Grade Level: Pre School 

Operating Period: Undetermined 

Regular Evaluation and Research 
Substantial Parental Involvement 

625. VISTA TUTORIAL PROGRAM IN GUAM Jean E. Garner 

Economic Opportunity 

Commission 

Office of the Governo: 
Agana, Guam 969IO 

Blue Wooldridge 
Office of Economic 
Opportunity 
P,0. Box 1442 
St. Thomas, Virgin 
Islands 00801 



626. VISTA TUTORIAL STUDY CENTERS 



Anne Kruset 

880 Ashford Ave., Apt. 

17 

Santurce , Puerto Rico 



4k 
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INDEXES 



I 

TUTORIALS WITH ADULT EDUCATION PROGRAMS 
California ; 11-23-24-43-51-65 

Colorado ; 78 

Connecticut ; 79-82-85 

District of Coltunbia ; 92-95-98-99-102A 
Hawaii ; 130 

Illinois ; 143-167-192-193-196 
Indiana ; 201 

Maryland ; 220-221-225 

Massachusetts ; 237-243-248-250-255-258-”59-264 

M ichir.An ; 299 
Mississippi ; 313 

Missouri ; 315-316-317-319-320 -322-323-324-328-329-330-3J1-332-333 
334-335-336-337-338-339-340-341-342-343-344-346-347-348 

349-350-352 

New Mexico ; 379 

New York ; 382-387-393-395-412-421-432-433-441-458 
Ohio ; 502 

Oregon ; 529-532 
Tennessee ; 563 

Texas ; 567-569-575 
Wisconsin ; 620-622 

■j 
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COLLEGE AND UNIVERSITY HIOGMMS 



: Alabama ; 1 

f 

California ; 24-29-32-34-39-51-52-55-63-64-65-66-67 
Connecticut; 82-84-86-87-90-98 

m, 

I Florida ; ll6 

I Georgia ; 118-121-124-125-126 

Illinois ; 147-159-l6l-l65-l66-190 
Indiana ; 199 

! 

! Iowa; 203-204 

■ 

' Kansas ; 206 

Kentucky ; 212-213 
I Maine ; 216-217 

i Maryland ; 222-225-226-228 

I 

I * Massachusetts ; 230-242-250-252-262-264-265 

Michigan ; 269-270-272-275-276-277-278-279-281-282-283-285-286-287 

! ^ 288-289-290-292-294-295-296-297-298-299-300-302-503-304 

V Minnesota ; 306-311-312 

t 

I Mississippi ; 313 

Missouri ; 318-323-325- 
I Montana ; 354 

f 

Nevada ; 357 

; r*' - 

■ N ew^ Jersey ; 361-365-366-367-369-370-372-373-374 

New York ; 383-386-388-390-391-392-395-398-407-416- :1 7-426-427-442 

444-452-453-458-459-460-461-265-468 

1 * 

I North Carolina ; 478-480-481-486-488-489-492 

Ohio ; 496 - 5 OO- 5 OI- 502 - 503 - 5 O 8 - 5 II- 513 - 515 - 5 I 8 
Oklahoma ; 520-521-522 

Oregon ; 527-528-529-530 
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Pennsylvania ; 534-535-536-538-539-540-541-543?-544-549-552-553-554 
South Carolina; 559 



Tennessee ; 562-565-564-565 

Texas ; 569-573-575-577 
Vermont ; 582 

Virginia ; 589 

Washington ; 598-600-604-606 
West Virginia ; 607-6l0-6l2-6l3 
Wisconsin ; 615-621-623 

TUTORIALS FOR INDIANS 

California # 38 ; Intertribal Friendship House 

Illinois # 133 ? American Indian Explorers Study Program 

Minnesota # 507 ? Fond du Lac Community Action Program 

Minnesota # 308 ; Grand Portage Reservation Study Hall 

Montana # 355 ? Fort Belknap Indian Reservation Tutoring 

and Study Hall Program 

Montana # 355 ? Dresslerville Indian Colony Tutoring and 

Study Hall Program 

Nev Mexico # 379 ? Albuquerque Tutoring Council 

Ne-w Mexico # 381 ; Mescalero Reservation Tutorial Program 

TUTORIALS WITH SPANISH SPEAKING TUTEES 

California ; 5-9-11-13-14-19-27-29-30-32-34-35-37-42-43-44-46-47-49 
55-57-61-62-68-70 

Colorado ; 75-77-78 

Conncicticuu ; 79-80-83-85-88 
District of Columbia ; 98-102A 
Florida; 109-117 
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I Georgia t 

I Illinois; 134-136-141A-147-150-l60-l67-172-175-180-183-186-191-193-l94 

Massachusetts ; 244-248-255-259 

i Michigan ; 269-294-296-299 

I Missouri ; 323-325-350 

I Nev Jersey ; 368-371 

* Nev Mexico ; 379 

' Nevjfork; 382-383-384-385-387-394-397-398-400-408-409-415-427-428-432 

433-438-439-440-443-445-446-449-451-455-458-461 

Ohio ; 517 
Oregon ; 529-532 

, Pennsylvania ; 534 

' Texas ; 568-570-575-576 

. , Wisconsin ; 620 

Puerto Rico: 624 

I 
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